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y REMOTE  STOR**- 

INDEX. 


A.  B.,  All  buildings. 

N.  B.,  New  buildings. 

O.  B.,  Old  buildings. 


A. 


Par. 


Act,  to  take  effect  immediately,..  21 1 

Acts,  repealed,  210 

Air  space — 


under  roof  ventilated,  size  of, ..N.  B.  157 
under  building  without  cellar, 

size  of,  N.  B.  143 

Animals,  housing  of  same  re- 
stricted,   A.  B.  140 


Apartments — 

minimum  size  of  rooms  in N.  B. 

number  in  each  house,  state- 
ment to  be  filed,  A.  B. 

requiring  fire  escapes  in  courts,  N.  B. 

required  to  have  chimney, A.  B. 

Areas — 

carried  below  floor  level, N.  B. 

required  for  cellar  and  base- 
ment rooms,  O.  B. 

regulating  walls  of,  A.  B. 

when  required  to  be  graded A.  B. 

when  required  to  be  drained, ...  A.  B. 
when  required  to  be  sewer 

connected,  A.  B. 

when  required  to  be  paved, A.  B. 


V 

5 


0 

h 


Artificial  lighting — 

where  required,  for  halls A.  B. 

where  required,  for  water  closet 
compartments,  A.  B. 


B. 

Bakeries,  conditions  governing,.  . .A.  B. 


116 

186 

95 

80 


134 

130 

149 

135 
135 

135 

135 


126 

162 
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.Basement — 

area  required,  O.  B.  130 

definition  of,  A.  B.  9 

requirements  for  living  rooms,  .N.  B.  131 

• requirements  for  living  rooms,  .O.  B.  130 

bearing  for,  N.  B.  154 


Beams — Par. 

cross  bridging  required, N.  B.  155 

framed  from  flues N.  B.  76 

in  party  walls,  N.  B.  75 

not  used  in  place  of  masonry, ..N.  B.  151 

strength  of,  N.  B.  152 

header  and  trimmer,  N.  B.  153 

Board,  definition  of 16 

Boards  of  Health — 

may  cancel  permit  for  cellar 

rooms,  O.  B.  130 

powers  not  abrogated, A.  B.  185 

to  approve  plumbing  plans, 

&c.,  N.  B.  181 

Board  of  Tenement  House  Su- 
pervision— 

how  appointed,  203 

appointment  of  assistants,  205 

annual  report,  207 

authorized  to  enter,  209 

election  of  president,  204 

election  of  secretary,  204 

expenses  allowed,  205 

payment  of  assistants,  205 

regulations  governing,  206 

seal  to  be  adopted,  206 

vacancies,  how  filled, 203 

Buildings — 

converted  into  tenements, N.  B.  26 

on  same  lot  with  tenement,.  . . .A.  B.  113 

shall  comply  with  local  ordi- 
nance,   N.  B.  145 

unlawful  occupation,  N.  B.  184 

Building  Departments — 

compliance  with  ordinances 

of,  N.  B.  145 

powers  not  abrogated,  A.  B.  185 

Bulkheads — 

added  to  height  of  building, ..  . N.  B.  90 

alterations,  when  required O.  B.  125 

fireproof,  where  required N.  B.  49 


Bulkheads — Continued. 

Par. 

not  to  be  locked, 

A.  B.  51 

stairs  required,  . 

N.  B.  49 

stairs  required,  . 

C. 

Cellars — 

ceiling  required 

to  be 

plas- 

tered,  

ceilings,  lathed 

with 

metal 

lath,  

N.  B.  61 

ceilings,  lathed 

with 

metal 

lath,  

connected  to  sewers,  N.  B.  135 

courts,  shafts,  areas,  yards, 

carried  below  floor  level, N.  B.  134 

definition  of,  A.  B.  xo 

entrance  required  from  out- 
side,   N.  B.  62 

floors  to  be  concreted, A.  B.  132 

inner  courts  to  be  paved, ..N.  B.  134-135 

inside  stairs  restricted, N.  B.  56-57 

requirements  for  rooms  in, N.  B.  131 

requirements  for  rooms  in, O.  B.  130 

walls  to  be  asphalted,  N.  B.  132 

walls  and  ceilings  to  be  white- 
washed,   A.  B.  133 

Certificates — 

approval  of  plans  and  specifica- 
tions,   N.  B.  182 

before  occupancy  of  new  build- 
ing  N.  B.  183 

from  Health  Board  for  plumb- 
ing,   N.  B.  181 

from  Health  Board  for  plumb- 
ing,   O.  B.  181 

Cesspools — 

cleaning  of,  A.  B.  167 

to  be  made  water-tight,  A.  B.  167 

where  permitted N.  B.  168 

when  to  be  removed,  O.  B.  164 

Chimneys,  requirements  for, A.  B.  80 

Cleanliness,  all  parts  to  be  kept 

clean,  A.  B.  138 

Courts — 

connected  to  sewer,  A.  B.  135 

clothes,  &c.,  not  to  be  dried 

in,  A.  B.  hi 

definition  of,  A.  B.  4 

drained,  graded,  A.  B.  135 

fire  escapes  in,  N.  B.  95 

fireproof  passage  to,  N.  B.  95 

inner — access  to,  A.  B.  136 

inner — intakes  at  bottom,  N.  B.  108 

inner — not  on  lot  line,  .N.  B.  105-106-107 

Inner — must  be  paved,  N.  B.  134 

inner — offsets  and  recesses, 

on,  N.  B.  109 


Courts — Continued.  Par. 

inner — size  of  on  lot  line.... 

N.  B.  102-103-104 
outer — access  to  offsets  and 

recesses  in N.  B.  101 

outer — required  to  be  carried 

below  floor  level,  N.  B.  134 

outer — change  of  direction,. . . ,N.  B.  100 
outer — size  of,  between  wings 

of  buildings,  N.  B.  98-99 

outer — size  of,  on  lot  line, ..  .N.  B.  96-97 

required  to  be  paved,  A.  B.  135 

permitted  to  start  at  second 

tier  of  beams,  N.  B.  89 

permitting  water-closet  exten- 
sions,   N.  B.  104 

required  to  be  uncovered, N.  B.  95 

walls  whitewashed  or  painted, ..N.  B.  137 

where  adjoining  existing  inner 

courts,  N.  B.  104 

windows  at  angles  of N.  B.  no 

windows  on  offsets  and  re- 
cesses,   N.  B.  109-110 

circuit  court,  summons,  A.  B.  197 

common  pleas  court,  sum- 
mons,   A.  B.  197 

court  of  chancery,  removal  of 

nuisance,  A.  B.  202 

empower  to  issue  process, A.  B.  193 

issuance  of  search  warrant,  ...  .A.  B.  201 

jurisdiction  restricted,  A.  B.  194 

judicial  notice  of  seals  and 

signatures,  A.  B.  206 

non-resident  or  absent  owner, ..A.  B.  197 

notice  of  summons,  A.  B.  196 

officers  authorized  to  serve  pro- 
cess,   A.  B.  195 

orders  for  vacation  of  prem- 
ises,   A.  B.  200 

powers  not  abrogated A.  B.  195 

Curb,  definition  of 17 

D. 

Doors — 

across  public  halls,  to  open 

outward N.  B.  86 

entrance,  to  be  glazed,  N.  B.  118 

fireproof  required  to  bulk- 
head,   N.  B.  49 

fireproof  and  self-closing  to 

shafts  and  courts A.  B.  136 

from  bakery  to  other  part  of 

house A.  B.  71 

from  storage  place  ol  paints, 

oils,  liquors  or  drugs, A.  B.  72 

from  public  halls,  glazed  and 

provided  with  transoms,  N.  B.  118 

sash  door  equivalent  to  win- 
dows,   N.  B.  120 
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Doors — Continued.  Par. 

self-closing,  fireproof,  to  cellar 


stairs,  IN . n.  50-57 

self-closing,  fireproof,  to  shafts,  A.  B.  73 

to  public  halls,  to  be  glazed,. 

...0.  B. 

123 

L- 

Entrance  halls — 

definition  of,  

...A.  B. 

8 

width  of,  

5 2 

to  be  widened,  when,  

•N.  B.  53-54 

F. 

Fines,  paid  to  State  Treasurer, 

...A.  B. 

199 

Fire  escapes — 

access  from  every  apartment, 

...A.  B. 

38 

access  from  every  apartment, 

. ..0.  B. 

36 

additional,  required,  

. ..0.  B. 

36 

balconies,  construction  of,  . . 

...A.  B. 

42 

brackets,  construction  of, . . . 

...A.  B. 

46 

construction  of,  general,  . . . 

...A.  B. 

4i 

drop  ladders,  

. . .A.  B. 

47 

filling-in  bars,  spacing  of,  . . 

...A.  B. 

44 

floors,  construction  of,  

. . .A.  B. 

43 

floor,  safe  load  on,  

. . .A.  B. 

43 

general  character  of,  

. ..0.  B. 

34 

in  courts,  

.A.  B.  38-95 

ladder  to  roof,  

. . .A.  B. 

4i  I 

landings,  size  of,  

. . .A.  B. 

42 

not  counted  as  occupying  lot 

,..N.  B. 

88 

not  to  be  encumbered, 

..A.  B. 

38  1 

notices  placed  on,  

. .A.  B. 

39 

on  a wooden  building,  

..A.  B. 

48  I 

painted  and  kept  in  repair,  . . 

..A.  B. 

40 

passageway,  width  of,  

..A.  B. 

42 

projecting  over  public  high- 

way,  

. .A.  B. 

38 

projecting  over  yard,  

. .N.  B. 

9i 

railings,  construction  of,  . . . . 

. .A.  B. 

44 

railings,  height  of,  

. .A.  B. 

44 

stairs,  safe  load  on,  

..A.  B. 

45 

stairs,  handrail  on,  

. .A.  B. 

45 

stairways,  construction  of,  . . . 

. .A.  B. 

45 

where  required,  

. .N.  B. 

34 

where  required,  

. .0.  B. 

35 

Fire  places,  fire  backs,  thickness 

of,  

..N.  B. 

84 

Fireproof — 

bulkhead,  

. .N.  B. 

49 

bulkhead,  definition  of,  

..A.  B. 

13 

bulkhead,  doors  to,  

. .N.  B. 

49 

cellar  stairs,  enclosure  of, 

to 

be,  

. .N.  B. 

56 

door,  definition  of,  

. . A.  B. 

12 

partitions,  to  be,  

..N.  B. 

64 

passage  from  courts  having 

fire  escapes,  

. .N.  B. 

95 

Fireproof — Continued. 

Par. 

scuttle,  

A rt 

cn 

shafts,  doors  to,  

A.  B.  136 

shafts,  required  to  be, 

A.  B. 

73 

six-story  tenements  to 

be, 

N.  B. 

60 

tenement-house  to  be, 
Fire  stops — 

N.  B. 

60 

fore  and  aft  stud 

partitions 

filled  in,  

N.  B. 

64 

fireproof  partitions, 

carried 

to,  

64 

walls  of  frame  tenements 

filled 

in,  

N.  B. 

65 

walls  corbeiled  beyond 

fur- 

ring,  

N.  B. 

63 

Frame  tenements — 


definition  of,  A.  B.  20 

frame  buildings  not  converted 

into,  N.  B.  65 

prohibited  in  fire  limits,  N.  B.  65 

restricted  outside  of  fire 

limits,  N.  B.  65 

Foundation  walls,  requirements 

for,  N.  B.  148 

H. 

Height — 

definition  of,  A.  B.  14 

how  determined,  N.  B.  90 

of  attic  rooms,  N.  B.  116 

of  basement  rooms,  N.  B.  131 

of  basement  rooms,  O.  B.  130 

of  other  rooms,  N.  B.  11 6 

restricted  by  width  of  street, . . . N.  B.  90 
yard  space  between  buildings 

regulated  by,  A.  B.  113 

House  drain,  definition  of, A.  B.  22 

House  sewer,  definition  of,  A.  B.  21 

J- 

Janitor,  when  required,  A.  B.  14 1 

K. 

Kitchen — 

masonry  hearth  required, N.  B.  77 

range,  requirements  for  in- 
stalling,   A.  B.  78 

L. 

Liability,  A.  B.  191 

Leaders,  requirements  for,.. . .A.  B.  144-180 
Local  boards,  powers  not  abro- 
gated,   A.  B.  185 


5 


Local  ordinances — Par. 

how  construed,  A.  B.  19 

to  be  complied  with,  N.  B.  145 

Lodging-house,  prohibited  in  tene- 
ments,   A.  B.  140 


M. 


Material  and  workmanship,  gen- 
eral requirements,  N.  B.  146 

Materials,  new,  subject  to  tests, ..A.  B.  158 


N. 


Notices — 

description  of  property,  filed  by 

owner,  A.  B.  186-187 

liability  for  violation,  A.  B.  190 

name  and  address  of  owner  or 

lessee,  A.  B.  186 

name  of  heirs,  to  be  filed,  A.  B.  186 

of  transfer  of  property  to  be 

filed,  A.  B.  186 

posting,  when  deemed  suffi- 
cient,   A.  B.  188 

served  five  days  in  advance,  ...A.  B.  188 

to  be  posted  or  mailed,  A.  B.  188 


O. 


Overcrowding,  restricted  by  cubic 

air  space  per  person,  A.  B.  142 


Parapet  walls,  shall  be  carried 


Penalties,  A.  B.  39-189-] 

[90-192-193- 

Percentage  of  lot  occupied,  . 

N.  B. 

alterations  affecting,  

A.  B. 

fire  escape  not  counted,  . . 

N.  B. 

measurements  taken  at  ground 

level,  

N.  B. 

water-closet  compartment 

not 

counted 

N.  B. 

when  measurements  taken  at 

second  tier  of  beams, ..  .N.  B.  89-93-94 
Permits,  required  for  occupancy 
of  cellar  and  basement 

rooms,  O.  B.  130 

Plans — 

to  be  filed N.  B.  182 

not  to  be  removed;  public 

records,  N.  B.  182 

Plumbing,  plans  and  work,  regu- 
lated,   N.  B.  1 81 

Privacy,  access  to  bedrooms  and 

water-closets N.  B.  121 


Privy  vaults — pAR. 

cleaning  of,  A.  B.  167 

to  be  rebuilt,  when,  A.  B.  167 

to  be  removed,  when,  A.  B.  164 

Public  halls — 

definition  of,  A.  B.  6 

deemed  separate  halls  when 

closed  by  doors,  N.  B.  118 

doors  across  to  open  outward, . . N.  B.  86 

door  panels  to  be  glazed, 

when,  N.  B.  123 

partitions  to  be  lathed  with 

metal  lath,  N.  B.  61 

recesses  and  returns  re- 
stricted,   N.  B.  1 18 

windows  in,  N.  B.  118-119 


R. 


Rainwater,  conveyed  from  build- 
ings,   A.  B.  134 

Rear  tenements,  prohibited,  A.  B.  112 

Repairs,  properly  maintained  in, ..A.  B.  144 

Rooms — 

alcove,  A.  B.  117 

basement  and  cellar,  ,N.  B.  131 


basement  and  cellar, 

. . .0.  B.  130 

height  of,  

...N.  B.  116 

light  and  ventilation 

of,  . . . . 

. . .O.  B.  122 

minimum  size  of,  . . . 

. . .N.  B.  1 16 

windows  on  street, 

yard 

or 

court,  

. . .N.  B.  114 

windows  on  street, 

yard 

or 

court,  

S. 


School  sinks,  to  be  removed, O.  B.  164 

Scuttles — 

fireproof,  in  lieu  of  bulkhead, . .A.  B.  50 

not  to  be  locked,  A.  B.  51 

size  of,  A.  B.  51 

Sewer — 

application  for,  O.  B.  174 

connection  required,  N.  B.  172 

connection  required,  when,  . . . .O.  B.  173 

private,  when  required,  O.  B.  175 

Shafts — 

connected,  to  be,  A.  B.  135 

definition  of,  A.  B.  5 

doors  to,  A.  B.  136 

drained,  to  be,  A.  B.  135 

fireproof,  to  be,  A.  B.  73 

graded,  to  be,  A.  B.  135 

not  to  be  covered,  O.  B.  122 

paved,  required  to  be A.  B.  135 

paved,  required  to  be,  N.  B.  134 

prohibited  from  bakery  to  other 

parts  of  building A.  B.  71 
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Shafts — Continued.  Par. 

required  to  be  carried  below 

floor  level,  N.  B.  134 

.size  of,  sufficient  to  light 

rooms,  N.  B.  122 


A.  B.  137 

A.  B.  is 

A.  B.  171 

N.  B.  169 

O.  B.  170 

N.  B.  169 

A.  B.  171 


walls  to  be  whitewashed 

Shall,  definition  of,  

Sinks — 

not  enclosed,  

required,  where,  

required,  where,  

water — to  be  supplied,  . 

type,  

Skylight — 

alterations,  when  required O.  B.  125 

required,  O.  B.  125 

required N.  B.  124 

Smoke  flues — 

lined  with  tile,  to  be,  N.  B.  18 1 

brick  enclosed,  four  inches 

thick,  N.  B. 

brick  enclosed,  eight  inches, . . . . N.  B. 
Smoke  pipes,  passing  through 

partition,  A.  B. 

Soil  pipe,  definition  of,  A.  B. 

Stairs — 

access  to,  from  street  or 

court,  N.  B.  55 

carriages  and  treads,  thickness 

required,  N.  B.  61 

cellar  stairs  inside  building, . .N.  B.  56-57 
closet  under  stairs  prohibited, ..  N.  B.  59 

leading  to  scuttle,  A.  B.  50 

outside  unenclosed,  may  project 

in  yard,  N.  B.  91 

railings  and  banisters  main- 
tained in  repair,  A.  B.  58 

roof,  leading  to,  from  en- 
trance,   N.  B.  52 

size  of  risers  and  treads,  N.  B.  55 

skylight  over,  required,  N.  B.  124 

skylight  over,  required,  O.  B.  125 

soffits  to  be  lathed  with  metal 

lath,  N.  B.  61 

stair  well,  required,  N.  B.  118 

to  bulkhead,  required 
stairways,  additional 

when,  

to  be  widened,  when, 

Stair  halls — 

location  and  size  of  windows, . .N.  B.  120 
partitions  lathed  with  metal 

lath,  N.  B.  61 

widened,  to  be,  when  re- 
quired  N.  B.  53-54 

Storage — 

of  articles,  detrimental  to 

health,  A.  B.  69 

of  combustible  articles,  pro- 
hibited  A.  B.  68 


N.  B.  49 

required, 

N.  B.  53-54 

N.  B.  53-54 


Storage — Continued. 

Par. 

except  as  regulated, 

by  local 

ordinance,  

A.  B.  69 

of  rags,  paper  stock, 

excelsior, 

&c.,  prohibited 

Stoves,  requirements  for 

• installa- 

tion,  

A.  B.  79 

Stud  partitions — 

permitted,  

N.  B.  61 

sizes  of  studs,  

N.  B.  156 

to  be  plastered 

A.  B.  87 

T. 


Tenement-house — 

alterations,  decreasing  light  and 


ventilation,  A.  B.  29 

alterations,  decreasing  depth  of 

lot,  A.  B.  31 

alterations,  incrasing  height, ..  .A.  B.  27 
alterations,  increasing  number 

of  rooms,  A.  B.  28 

buildings  converted  into,  N.  B.  26 

constructed  or  maintained  un- 
lawfully,   A.  B.  202 

date  for  compliance  with  law, . .0.  B.  208 
deemed  unlawful  structure, ...  .A.  B.  32 

definition  of,  A.  B.  2 

fireproof,  definition  of,  A.  B.  11 

fireproof,  when  required,  N.  B.  60 

now  under  construction,  A.  B.  33 

nuisance  maintained,  A.  B.  202 


U. 

Unlawful  occupation  of  build- 
ings,   N.  B.  184 

V. 


Vaults,  walls  of,  requirements, 

. . .N.  B. 

149 

Vent  pipe,  definition  of,  

:..a.  B. 

25 

Vent  shafts — 

carried  to  cellar,  paved,  .... 

...N.  B. 

134 

carried  to  cellar,  paved, 

. . .A.  B. 

135 

covering  to  be  removed, 

or 

made  to  ventilate,  

. . .0.  B. 

128 

intake  from  street  or  yard, . . 

...A.  B. 

127 

intake,  size  of,  

. . .A.  B. 

127 

roofs  over,  prohibited,  

...A.  B. 

127 

size  of  new,  

. . .A.  B. 

127 

storage,  use  for  prohibited,  . 

...A.  B. 

129 

W. 

Wainscoting,  plastering  back  of, ..A.  B.  74 
Wall  paper,  old,  removed  before 

re-papering,  A.  B.  139 

Waste  pipe,  definition  of,  A.  B.  24 
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Water — Par. 


application  for  main 

A.  B.  178 

potable  water,  ample  supply,. . . .A.  B.  176 

pumps,  tanks,  &c.,  required, A.  B.  177 

to  all  plumbing  fixtures,  . 

A.  B.  177 

well,  to  be  tested,  

. . . . . . A.  B.  179 

Water-closets — 

access  to,  without  passing 

through  bedroom,  .... 

N.  B.  121 

additional,  general,  not 

pro- 

flush  tanks,  required,  . . . 

A.  B.  165 

in  yard,  protected  from 

freez- 

0.  B.  161 

number  and  location,  . . . 

N.  B.  160 

number  and  location,  . . . 

O.  B.  161 

not  to  be  enclosed,  

A.  B.  1 66 

separate  compartments, 

re- 

quired,  

A.  B.  162 

stores  and  workshops,  for, 

N.  B.  160 

type  required,  

A.  B.  165 

where  required 

A.  B.  159 

compartments,  enclosure  for, ...A.  B.  162 

compartments,  floor 

water- 

proofed,  

A.  B.  162 

compartments,  height 

regu- 

lated,  

A.  B.  162 

compartments,  not  counted  in 

percentage  of  lot  occupied,.  . .A.  B.  162 

compartments,  use  for 

other 

purpose  prohibited, 

A.  B.  162 

compartments,  windows  in 

, A.  B.  162 

compartments,  width  of,  . 

A.  B.  162 

compartments,  where  required, .A.  B.  159 

Windows — 

alcove  opening,  deemed 

suffi- 

rient,  

O.  B.  122 

all  rooms,  

N.  B.  114 

at  angles  of  courts,  

N.  B.  no 

from  bakery,  

A.  B.  71 

from  storage  place  of  paints, 

oils,  liquors  or  drugs,  A.  B.  72 

on  offsets  or  recesses  of 

courts,  A.  B.  1 09-1 10 

on  public  halls,  to  yard  or 

court,  N.  B.  1 18 

sash  doors  substiuted,  N.  B.  120 


Windows — Continued.  Par. 

size  of,  between  rooms,  N.  B.  114 

size  of,  equal  to  one-tenth  area 

of  room,  N.  B.  115 

size  of,  for  water-closet  and 

bath,  N.  B.  116 

size  of,  measured  between  stop 

beads,  N.  B.  115 

size  of,  to  light  public  halls,  . . .N.  B.  1x9 

to  light  stair  halls,  N.  B.  120 

Wooden — 

buildings,  restricted  in  fire 

limits A.  B.  66 

water-closet  compartments  per- 
mitted,   A.  B.  66 


Y. 

Yards — 

access  from  street,  required, ..  .N.  B.  62 
between  buildings  on  same 


lot,  N.  B.  1 13 

carried  below  floor  level,  N.  B.  134 

definition  of,  A.  B*\  3 

depth  of,  on  corner  lot,  N.  B.  92 

depth  of,  on  interior  lot,  N.  B.  91 

depth  of,  where  measured N.  B.  91 

graded,  drained  and  connected 

with  sewer,  A.  B.  135 

governed  by  height  of  build- 
ing,   A.  B.  1 13 

on  corner  lots  more  than  fifty 

feet  wide,  N.  B.  93 

on  corner  lots  bounded  by  more 

than  two  streets,  N.  B.  93 

on  lots  at  intersection  of  two 

streets,  N.  B.  94 

on  lots  running  from  street  to 
street  not  over  100  feet 

deep,  N.  B.  94 

on  lots  running  from  street  to 


street  over  100  feet  deep, . . . . N.  B.  94 
paved,  when  ordered  by  Board, .A.  B.  133 


starting  from  second  tier  of 

beams,  N.  B.  93-94 

walls  to  be  whitewashed,  A.  B.  137 

where  required,  N.  B.  91 


TENEMENT  HOUSE  ACT. 


Approved  March  25,  1904. 
Amendments  Approved  March  31,  1905. 


For  the  convenience  of  the  public  the  amended  paragraphs  of  the  Tene  - 
ment House  act  have  been  incorporated  in  this  edition  of  the  law,  so  that 
the  entire  act,  as  amended  by  the  last  Legislature,  is  here  presented. 

An  act  to  improve  the  condition'  of  tenement-houses  in  this  State  and 
to  establish  a State  board  of  tenement-house  supervision. 

Be  it  enacted  by  the  Senate  and  General  Assembly  of  the  State  of 
New  Jersey: 

ARTICLE  I. 

SECTION  I. 

1.  Certain  words  used  in  this  act  are  defined,  for  the  purposes  thereof, 
as  follows : 

2.  A tenement-house  is  any  house  or  building  or  portion  thereof  which 
is  rented,  leased,  let  or  hired  out  to  be  occupied  or  is  occupied  as  the  home 
or  residence  of  three  families  or  more,  living  independently  of  each  other 
and  doing  their  cooking  upon  the  premises,  or  by  more  than  two  families 
upon  any  floor,  so  living  and  cooking,  but  having  a common  right  in  the 
halls,  stairways,  yards,  water-closets  or  privies  or  some  of  them. 

3.  A yard  is  an  open,  unoccupied  space  on  the  same  lot  with  a tenement- 
house,  between  the  extreme  rear  line  of  the  house  and  the  rear  line  of  the  lot. 

4.  A court  is  an  open,  unoccupied  space  other  than  a yard,  on  the  same 
lot  with  a tenement-house;  a court  not  extending  to  the  street  or  yard  is  an 
inner  court ; a court  extending  to  the  street  or  yard  is  an  outer  court ; if  it 
extends  to  the  street  it  is  a street  court ; if  it  extends  to  the  yard  it  is  a 
yard  court. 

5.  A shaft  includes  exterior  and  interior  shafts,  whether  for  air,  light, 
elevator,  dumb-waiter  or  any  other  purpose ; a vent  shaft  is  one  used  solely 
to  ventilate  or  light  a water-closet  compartment  or  bath-room. 

6.  A public  hall  is  a hall,  corridor  or  passageway  not  within  an  apart- 
ment. 
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7.  A stair  hall  includes  the  stair,  stair  landings  and  those  portions  of 
the  public  hall  through  which  it  is  necessary  to  pass  in  going  between  the 
entrance  floor  and  the  roof. 

8.  An  entrance  hall  shall  be  taken  to  mean  that  portion  of  the  public 
hall,  from  the  entrance  leading  to  and  including  the  stair  enclosure. 

9.  A basement  is  a story  partly,  but  not  more  than  one-half  below  the 
level  of  the  grade,  and  for  the  purposes  of  this  act  shall  be  counted  as  a 
story,  if  more  than  five  feet  above  the  grade,  unless  otherwise  specifically 
stated. 

10.  A cellar  is  a story  more  than  one-half  below  the  level  of  the  curb 
and  for  the  purposes  of  this  act  shall  not  be  counted  as  a story,  unless 
otherwise  specifically  stated. 

11.  A fireproof  tenement-house  is  one  the  walls  of  which  are  constructed 
of  brick,  stone,  iron  or  hard,  incombustible  material,  and  in  which  there  are 
no  wood  beams  or  lintels,  and  in  which  the  floors,  roofs,  stair  halls  and 
public  halls  are  built  entirely  of  brick,  stone,  iron  or  other  hard,  incom- 
bustible material  and  in  which  no  wood  work  or  other  inflammable  material 
is  used  in  any  of  the  partitions,  furrings  or  ceilings;  but  this  definition  shall 
not  be  construed  as  prohibiting  elsewhere  than  in  the  stair  halls  or  entrance 
halls  the  use  of  wooden  flooring  on  top  of  the  fireproof  floors,  or  the  use  of 
wooden  sleepers,  nor  as  prohibiting  wooden  handrails  and  treads,  if  made 
of  hard  wood  not  less  than  two  inches  thick. 

12.  A fireproof  door  shall  be  a doorway  in  which  both  the  frame  and 
the  door  are  constructed  of  approved  fireproof  material,  or  they  may  be 
constructed  of  pine  or  other  soft  wood,  of  two  thicknesses  of  matched  boards 
at  right  angles  with  each  other  and  securely  covered  with  metal  on  both 
sides  and  edges,  with  folded,  lapped  joints,  the  nails  for  fastening  the  same 
being  driven  inside  the  lap ; the  hinges,  or  bolts  or  latches,  shall  be  secured 
or  fastened  to  the  door  and  frame  after  the  same  has  been  covered  with 
metal;  and  if  any  glass  is  used  in  any  such  door  it  shall  be  of  good  quality 
wire  glass. 

13.  A fireproof  bulkhead  shall  be  taken  to  mean  a bulkhead  constructed 
of  approved  fireproof  materials  or  constructed  of  wood,  covered  with  metal, 
in  a manner  similar  to  the  construction  of  a fireproof  door. 

14.  The  height  of  a tenement-house  is  the  perpendicular  distance 
measured  in  a straight  line  from  the  curb  level  to  the  highest  point  of  the 
roof  beams,  the  measurements  in  all  cases  to  be  taken  through  the  center 
of  the  facade  of  the  house;  where  a building  is  on  a corner  lot,  and  there  is 
more  than  one  grade  or  level,  the  measurements  shall  be  taken  through  the 
center  of  the  facade  on  the  street  having  the  greatest  grade. 

15.  The  word  “shall”  is  always  mandatory  and  not  directory,  and  de- 
notes that  the  house  shall  be  maintained  in  all  respects  according  to  the 
mandate,  as  long  as  it  continues  to  be  a tenement-house. 

16.  The  word  “board”  shall  be  construed  as  if  followed  by  the  words 
“charged  with  the  enforcement  of  this  act.” 

17.  The  word  “curb”  for  the  measurements  of  heights  shall  be  taken 
to  mean  the  level  of  the  established  curb-line,  where  the  same  exists,  taken 
at  the  center  of  the  street  frontage;  where  the  walls  of  a building  do  not 
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adjoin  the  street  or  building  line,  then  the  average  level  of  the  ground  on 
which  the  building  stands  may  be  taken  as  the  curb,  at  the  direction  of  the 
board. 

18.  The  word  “approved”  shall  be  construed  as  if  followed  by  the  words 
“by  the  board  charged  with  the  enforcement  of  this  act.” 

19.  The  words  “local  ordinance”  and  “fire  limits”  shall  be  construed  as 
if  followed  by  the  words  “of  the  municipality  in  which  the  tenement-house 
is  situated ;”  wherever  the  words  “is  occupied”  are  used  in  this  act,  applying 
to  any  building,  such  words  shall  be  construed  as  if  followed  by  the  words 
“or  is  intended,  arranged  or  designed  to  be  occupied.” 

20.  A frame  building  shall  be  taken  to  mean  a building  of  which  the 
exterior  walls,  or  a portion  thereof,  shall  be  constructed  of  wood ; buildings 
sheathed  with  boards  and  partially  or  entirely  covered  with  four  inches  or 
less  of  masonry  or  with  metal  sheets,  shall  be  deemed  frame  buildings. 

21.  The  term  “house  sewer”  is  applied  to  that  part  of  the  main  drain 
or  sewer  extending  from  a point  two  feet  outside  of  the  outer  wall  of  the 
building,  vault  or  area,  to  its  connection  with  the  main  sewer  or  cesspool. 

22.  The  term  “house  drain”  is  applied  to  that  part  of  the  main  hori- 
zontal drain  and  its  branches  inside  the  walls  of  the  building,  vault  or  area, 
and  extending  to  and  connecting  with  the  house  sewer. 

23.  The  term  “soil-pipe”  is  applied  to  any  vertical  line  of  pipe  extending 
through  the  roof,  receiving  the  discharge  of  one  or  more  water-closets,  with 
or  without  other  fixtures. 

24.  The  term  “waste-pipe”  is  applied  to  any  pipe  extending  through  the 
roof,  receiving  the  discharge  from  any  fixutures  except  water-closets. 

25.  The  term  “vent-pipe”  is  applied  to  any  special  pipe  provided  to  venti- 
late the  system  of  piping,  to  prevent  back  pressure  and  to  stop  siphonage. 

SECTION  2. 

26.  A building  not  erected  for  use  as  a tenement-house,  if  hereafter 
converted  or  altered  to  such  use,  shall  thereupon  become  subject  to  all  the 
provisions  of  this  act  affecting  tenement-houses  hereafter  erected. 

27.  No  existing  tenement-house  shall  be  altered  so  as  to  increase  the 
number  of  stories  without  being  made  to  conform  to  all  the  requirements 
for  buildings  hereafter  erected  for  that  height  or  number  of  stories. 

28.  No  existing  tenement-house  shall  be  altered  so  as  to  increase  the 
number  of  rooms,  nor  its  hallways  changed,  unless  such  new  rooms  or  hall- 
ways shall  be  made  to  conform  with  the  requirements  of  this  act  for  build- 
ings hereafter  constructed. 

29.  No  alteration  or  addition  shall  be  made  to  any  tenement-house  so 
as  to  decrease  the  light  and  ventilation  of  any  other  part  of  said  tenement- 
house. 

30.  No  tenement-house  shall  hereafter  be  enlarged  or  its  lot  be  di- 
minished so  that  a greater  percentage  of  the  lot  shall  be  occupied  by  build- 
ings or  structures  than  is  required  for  tenement-houses  hereafter  erected. 

31.  No  tenement-house  shall  hereafter  be  enlarged  or  its  lot  be  di- 
minished so  that  its  lot  shall  be  less  in  depth  than  the  minimum  depth  is 
required  for  tenement-houses  hereafter  erected. 
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32.  If  any  tenement-house  or  any  part  thereof  is  occupied  by  more 
families  than  provided  in  this  act,  or  is  erected,  altered,  maintained  or  occu- 
pied contrary  to  this  act,  such  tenement-house  shall  be  deemed  an  unlawful 
structure,  and  the  board  may  cause  such  building  to  be  vacated;  and  such 
building  shall  not  be  again  occupied  until  it  or  its  occupation,  as  the  case 
may  be,  shall  have  been  made  to  conform  to  this  act. 

33.  A tenement-house  not  now  completed,  but  the  excavation  for  which 
shall  have  been  commenced  in  good  faith  on  or  before  the  first  day  of  May, 
one  thousand  nine  hundred  and  four,  and  after  approval  of  all  the  plans 
therefor  by  the  local  authorities  having  such  jurisdiction,  and  the  first  tier 
of  beams  of  which  shall  have  been  set  on  or  before  the  first  day  of  July,  one 
thousand  nine  hundred  and  four,  shall  be  subject  only  to  the  provisions  of 
this  act  affecting  now  existing  tenement-houses. 

ARTICLE  II. 

SECTION  I. 

34.  Every  non-fireproof  tenement-house  hereafter  erected,  more  than 
three  stories  high,  unless  provided  with  outside  fireproof  stairways  directly 
accessible  to  each  apartment,  shall  have  fire-escapes  located  and  constructed 
as  hereafter  described. 

35.  Every  now  existing  non-fireproof  tenement-house,  more  than  three 
stories  high,  unless  provided  with  outside  fireproof  stairways  directly  access- 
ible to  each  apartment,  shall  have  fire-escapes  located  and  constructed  as 
hereafter  described ; but  a fire-escape  now  erected  upon  such  house  shall 
be  deemed  sufficient,  except  as  provided  in  the  next  two  succeeding  para- 
graphs of  this  act. 

36.  In  every  now  existing  non-fireproof  tenement-house,  more  than  three 
stories  in  height,  there  shall  be  a fire-escape  directly  accessible  to  each  apart- 
ment, exclusive  of  fire-escapes  in  air-shafts  and  courts;  and  a party  wall 
fire-escape  balcony  on  the  rear  ofthe  building,  connecting  with  the  window 
of  an  adjoining  building,  shall  be  deemed  a sufficient  fire-escape  only  when 
the  two  buildings  are  completely  separated  by  an  unpierced  fire  wall  through- 
out their  entire  height  and  length ; and  all  wooden  floor  slats  and  floors 
of  fire-escape  balconies  shall  be  replaced  by  proper  iron  slats  or  floors ; and 
no  wooden  balcony  or  wooden  outside  stairs  shall  be  deemed  part  of  a lawful 
fire-escape. 

37.  Whenever  a now  existing  non-fireproof  tenement-house  is  not  pro- 
vided with  sufficient  means  of  escape  in  case  of  fire,  the  board  may  order  such 
additional  fire-escapes  or  other  means  of  egress  as,  in  its  judgment,  may  be 
necessary. 

38.  All  fire-escapes  hereafter  erected  on  any  tenement-house  shall  open 
directly  from  at  least  one  room  in  each  apartment  at  each  story  above  the 
ground  floor,  other  than  a bath-room  or  water-closet  compartment,  and  shall 
not  include  the  Window  of  a stair  hall,  and  no  fire-escape  shall  be  placed  in 
a court  except  as  provided  in  paragraph  ninety-five  of  this  act ; fire-escapes 
may  project  into  the  public  highway  to  a distance  not  greater  than  four  feet 
beyond  the  building  line ; no  person  shall  at  any  time  place  any  incumbrance 
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of  any  kind  before,  or  upon,  such  fire-escape,  under  a penalty  of  a fine  of  ten 
dollars  or  the  confiscation  of  articles  so  placed. 

39.  All  fire-escape  balconies  now  existing  or  hereafter  erected  on  any 
tenement-house  shall  have  a plate  firmly  fastened  to  the  standard  or  filling-in 
bars,  near  the  top  railing  in  front  of  and  facing  at  least  one  window  in  each 
apartment,  such  plate  to  contain  in  plain,  large,  prominent,  raised  letters,  each 
letter  to  be  not  less  than  one-half  inch  in  height,  the  following  words : “Any- 
one placing  an  incumbrance  on  this  balcony  or  stairway  will  be  fined  ten 
dollars  or  the  objects  forming  such  incumbrance  will  be  confiscated;”  the 
lettering  on  such  plate  shall  be  painted  a contrasting  color. 

40.  All  fire-escapes  hereafter  erected  on  any  tenement-house  shall  have 
one  coat  of  approved  paint  before  leaving  the  shop,  and  at  least  one  coat 
after  erection,  all  such  fire-escapes  now  existing  or  hereafter  erected  shall  be 
kept  well  painted  and  in  good  condition  by  the  owner. 

41.  Fire-escapes  hereafter  placed  on  tenement-houses  shall  consist  of 
outside  open  iron  balconies  and  stairways ; the  balcony  on  the  top  floor,  except 
in  case  of  a front  fire-escape,  shall  be  provided  with  a goose-neck  ladder 
leading  from  said  balcony  to  and  extending  not  less  than  thirty  inches  (30”) 
above  the  roof ; such  goose-neck  ladder  shall  be  securely  fastened  to  the  wall 
of  the  building  and  to  the  roof,  and  there  shall  be  a space  of  not  less  than 
eighteen  inches  (18”)  between  the  outside  line  of  such  ladder  and  the  outer 
rail  of  the  top  fire-escape  balcony ; such  ladder  shall  be  constructed  as 
provided  for  drop  ladders  in  paragraph  forty-eight  (48)  of  this  act ; the 
strings  shall  be  in  one  (1)  piece  and  shall  not  be  connected  in  parts  by  rivets 
or  bolts ; such  ladders  shall  be  arranged  to  rest  at  the  bottom  on  brackets, 
and  not  on  the  slats  forming  the  floor  of  the  balcony. 

42.  The  fire-escape  balconies  hereafter  placed  on  all  tenement-houses  shall 
not  be  less  than  three  feet  (3'  o")  in  width,  taking  at  least  one  (1)  window 
of  each  apartment  at  each  story  above  the  ground  floor ; they  shall  be  below, 
and  not  more  than  one  foot  (To")  below  the  window-sills  and  extend  in  front 
of  and  not  less  than  nine  inches  (9”)  beyond  each  window;  there  shall  be  a 
landing  not  less  than  twenty-four  inches  (24”)  square  at  the  head  and  foot 
of  each  stairway ; in  every  case  there  shall  be  a passageway  between  the  string 
of  the  stairway  and  the  wall  of  the  building  or  the  outer  rail  of  the  balcony, 
as  the  case  may  be,  such  passageway  not  to  be  less  than  fourteen  inches 
(14”)  wide  in  every  part;  the  stairway  opening  on  such  platform  shall  not  be 
less  than  twenty-one  inches  (21”)  wide  and  forty-two  inches  (42”)  long,  and 
such  opening  shall  have  no  covers  of  any  kind. 

43.  The  floors  of  all  fire-escape  balconies  on  all  tenement-houses  shall  be 
of  wrought-iron  or  steel  slats,  not  less  than  one  and  one-half  inches  by  three- 
eights  of  an  inch  (1^2"  x ¥")>  placed  not  more  than  one  and  one-quarter 
inches  (i34")  apart  and  well  secured  and  riveted  to  iron  battens,  one  and 
one-half  inches  by  three-eighths  of  an  inch  ((i¥"  x ¥")>  not  over  two 
feet  (2'  o")  apart;  the  ends  of  such  floor  slats  shall  rest  upon  the  platform 
frame,  but  shall  not  be  riveted  or  bolted  to  same ; the  battens  shall  also  rest 
upon  and  be  riveted  or  bolted  to  frame  of  said  balcony ; said  frame  to  con- 
sist of  angle-iron  not  less  than  two  and  one-half  inches  by  two  and  one- 
half  inched  by  three-sixteenths  of  an  inch  (2 x 2 ¥2"  x 3-16”)  thick  and 
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to  extend  around  the  four  (4)  sides  of  the  balcony  floor;  to  rest  upon 
brackets  and  be  secured  to  same  by  rivets  or  bolts  and  be  riveted  at  corners ; 
the  platforms  of  balconies  shall  be  constructed  and  erected  to  safely  sustain 
in  all  their  parts  a safe  load  of  not  less  than  eighty  pounds  (80  lbs.)  per 
square  foot,  utilizing  a ratio  of  four  (4)  to  one  (1)  between  the  safe-work- 
ing load  and  the  ultimate  strength  of  all  parts. 

44.  The  outside  top  rail  of  all  fire-escape  balconies  hereafter  placed  on 
all  tenement-houses  shall  entirely  enclose  the  platform  and  in  all  cases  shall 
go  through  the  wall  at  each  end  and  be  properly  secured  by  nuts  and 
washers,  at  least  four  inches  (4")  square  and  three-eighths  of  an  inch  {3/i") 
thick,  or  if  set  while  the  walls  are  being  built  they  may  go  through  the  walls 
and  be  turned  down  three  inches  (3")  ; and  no  top  rail  shall  be  connected 
at  angles  by  cast-iron;  the  top  rail  of  balconies  shall  be  one  and  three- 
quarter  inches  by  one-half  inch  (i}£"  x y2"')  of  wrought-iron  or  one  and  one- 
half  inch  (ij4")  angle-iron  at  least  three-sixteenths  of  an  inch  (3-16")  thick; 
the  bottom  rails  shall  in  no  case  be  more  than  eight  inches  (8")  above  floor 
of  balcony  and  shall  be  of  one  and  one-half  inches  by  three-eighths  of  an 
inch  (1^2"  x y%")  wrought-iron,  or  of  one  and  one-half  inch  (i/4")  angle- 
iron  at  least  three-sixteenths  of  an  inch  (3-16")  thick,  and  instead  of  going 
through  may  be  well  leaded  or  cemented  into  the  wall;  the  ends  of  all  rails 
not  turned  down  shall  be  worked  out  to  not  less  than  three-quarter  inch 
(34")  bolt  size  for  top  rails  or  one-half  inch  (}4'")  bolt  size  for  bottom 
rails,  if  the  same  go  through  the  wall ; the  standing  or  filling-in  bars  shall 
not  be  less  than  one-half  (J4")  round  or  square  wrought-iron,  well  riveted 
to  the  top  and  bottom  rails  and  front  of  platform  frame  where  immediately 
adjacent  to  brackets,  and  shall  be  so  spaced  as  to  form  a secure  and  safe 
railing;  the  height  of  railings  shall  in  no  case  be  less  than  two  feet  and 
nine  inches  ( 2 ' 9") . 

45.  The  stairways  of  fire-escape  balconies  hereafter  erected  on  tene- 
ment-houses shall  be  constructed  and  erected  to  fully  sustain  in  all  their 
parts  a safe  load  of  not  less  than  one  hundred  pounds  (100  lbs.)  per  step, 
utilizing  a ratio  of  four  (4)  to  one  (1)  between  the  safe- working  load  and 
the  ultimate  strength  of  all  parts,  with  the  exception  of  the  tread,  which 
must  safely  sustain  at  any  point  at  said  ratio  a concentrated  load  of  two 
hundred  pounds  (200  lbs.)  ; the  treads  shall  not  be  less  than  seven  inches 
(7")  wide  and  the  rise  of  each  step  not  more  than  nine  inches  (9")  ; the 
treads  shall  be  flat  open  treads  of  cast-iron  not  less  than  five-eighths  of  an 
inch  ($4")  thick,  or  of  flat  bars  not  over  one  and  one-quarter  inches  (i^4") 
wide  or  less  than  three-eighths  of  an  inch  (jH$")  thick,  with  spaces  between 
not  more  than  one  inch  (1")  or  less  than  one-half  of  an  inch  (J4")  ; such 
bars  to  be  riveted  to  angle-irons  of  not  less  than  one  and  one-half  (1  $4") 
in  size,  secured  to  strings,  with  double  rivets  or  bolts ; the  stairs  shall  be 
not  less  than  twenty  inches  (20")  wide  between  inside  of  strings,  the  strings 
shall  be  not  less  than  three-inch  (3")  channels  of  iron  or  steel,  or  other 
shape  equally  strong,  and  shall,  at  both  top  and  bottom,  rest  upon  and  be 
fastened  to  a bracket,  which  shall  be  fastened  through  the  wall  as  herein- 
after provided ; the  stairs  shall  have  a hand  rail  of  not  less  than  three- 
quarter  inch  (y.")  round  wrought-iron  rod  or  pipe,  on  each  side,  not  less 
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than  thirty  inches  (30")  or  more  than  forty-two  inches  (42")  above  steps 
at  any  point,  and  same  shall  be  secured  and  well  braced;  the  stairways  shall 
be  placed  at  an  angle  no  steeper  than  sixty  degrees. 

46.  The  brackets  of  all  fire-escape  balconies  on  tenement-houses  shall 
be  placed  not  more  than  four  feet  (4'  o")  apart  and  be  not  less  than  three- 
quarters  of  an  inch  by  one-half  inches  (24”  x 1^2")  wrought-iron  placed 
edgewise,  or  one  and  three-quarter  inch  (i24”)  angle-iron,  one-quarter  inch 
(V\")  thick,  to  extend  across  full  width  of  balcony  and  be  well  braced 
at  a point  not  less  than  two-thirds  OA)  of  the  distance  from  wall  to  end 
of  bracket,  by  means  of  not  less  than  three-quarters  of  an  inch  (24”) 
square  wrought-iron  or  one  and  three-quarters  inch  (i24”)  angle-iron;  the 
ends  of  brackets  and  braces  shall  go  through  the  wall  and  be  turned  down 
three  inches  (3"),  or  be  properly  secured  by  nuts  and  washers  four  inches 
(4")  square  and  at  least  three-eighths  OA”)  of  an  inch  thick;  on  new 
buildings  the  brackets  shall  be  set  as  the  walls  are  being  built ; when  brackets 
are  being  put  on  tenement-houses  already  erected,  the  part  going  through 
the  wall  shall  be  not  less  than  one-inch  (1")  in  diameter,  with  screw  nuts 
and  washers  not  less  than  five  inches  (5")  square  and  one-half  inch  OA”) 
thick. 

47.  A proper  drop  ladder  to  reach  to  a safe  landing  place  below  shall 
be  required  from  the  lower  balcony  of  any  fire-escape  on  any  tenement- 
house;  and  when  the  floor  of  such  balcony  is  more  than  sixteen  feet  (16'  0") 
above  the  sidewalk  or  ground,  a suitable  landing  platform,  shall  be  pro- 
vided; such  platform  shall  be  located  not  more  than  ten  feet  (10'  o")  above 
the  ground  and  shall  be  connected  with  the  balcony  above  by  means  of  a 
stairway  constructed  as  this  act  requires  for  stairways  between  balconies ; 
such  platform  shall  be  not  less  than  three  feet  (3'  o")  in  width  and  four 
(4'  o")  long  and  provided  with  proper  railings;  the  drop  ladder  to  ground 
shall  be  not  less  than  fifteen  inches  (15")  in  width,  with  strings  not  less 
than  one-half  inch  by  two-inch  OA"  x 2")  iron,  and  rungs  not  less  than 
five-eighths  of  an  inch  OA")  in  diameter,  placed  not  more  than  twelve 
(12")  apart  and  securely  rivited  through  the  strings;  strings  to  be  made  of 
one  (1)  piece  and  not  connected  in  parts  by  rivets  or  bolts;  the  upper  end 
of  each  string  to  be  formed  into  a hook  by  which  the  ladder  may  be  secured 
to  the  frame  of  the  balcony  when  in  use. 

48.  All  fire-escapes  hereafter  constructed  on  wooden  tenement-houses 
shall  conform  in  all  particulars  to  the  provisions  of  this  act,  except  as  here- 
inafter mentioned ; the  rise  of  the  steps  of  the  stairways  shall  not  be  more 
than  eleven  inches  (11")  ; the  strings  shall  be  not  less  than  three-inch  (3") 
channel  bars  or  other  shape  equally  strong,  properly  constructed,  as  described 
in  paragraph  forty-six  (46)  of  this  act;  the  bracketstand  top  rails  shall,  be 
secured  by  bolts  through  the  wall ; in  no  case  shall  said  bolts  pass  through 
the  studs  of  said  wall,  but  shall  be  properly  fastened  with  washers  and 
screw-nuts,  through  a wrought-iron  or  steel  plate,  such  plate  to  be  not  less 
than  three  inches  wide  by  one-quarter  inch  (3"  x ^4")  in  thickness,  and  to 
pass  across  and  to  bear  upon  the  entire  inner  faces  of  at  least  two-  (2)  studs ; 
the  said  plate  shall  be  backed  and  reinforced  by  solid  blocking  as  thick  as 
the  studding,  firmly  secured  to  the  studs  across  which  the  plate  passes ; the 
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bottom  rail  shall  be  secured  in  a similar  manner,  or  by  means  of  lag  screws 
not  less  than  five-eighths  of  an  inch  (54")  in  diameter  and  four  inches  (4") 
long,  properly  screwed  into  bored  holes  in  the  studs  or  blocking  secured 
between  same,  said  holes  to  be  not  more  than  seven-sixteenths  of  an  inch 
(7-16")  in  diameter  and  the  center  of  such  holes  not  to  be  within  one  and 
one-quarter  inches  of  the  sides  of  the  studs  or  blocking. 

49.  Every  tenement-house  hereafter  erected  over  three  stories  in  height, 
shall  have  in  the  roof  a fireproof  bulkhead  with  a firproof  door  to  the  same, 
and  the  stairs  leading  to  it  shall  be  the  same  as  required  or  installed  through- 
out the  building,  and  such  stairs  shall  be  kept  free  from  incumbrance  at  all 
times  and  so  placed  as  to  be  readily  accessible  to  all  tenants  at  all  times. 

50.  Every  tenement-house  now  existing  or  hereafter  erected,  not  over 
three  stories  in  height,  may  /have,  in  lieu  of  such  bulkhead,  a fire-proof 
scuttle,  and  the  stairs  leading  to  the  same  shall  be  placed  at  an  angle  no 
steeper  than  sixty  (60)  degrees,  but  in  now  existing  tenement-houses,  where 
such  stairs  are  not  practicable,  a fixed  iron  ladder  may  be  used  in  lieu 
thereof. 

51.  No  bulkhead  or  scuttle  in  any  tenement-house  shall  at  any  time  be 
locked  with  a key,  but  it  may  be  kept  fastened  on  the  inside  by  movable 
bolts  or  hooks ; and  said  door  or  scuttle  shall  not  be  obstructed  in  any 
way  and  shall  be  so  constructed,  hung  or  balanced  as  to  be  easily  opened, 
and  of  such  size  as  to  provide  an  easy  exit  for  a grown  person. 

52.  Every  tenement-house  hereafter  erected  three  or  more  stories  in 
height,  shall  have  at  least  one  flight  of  stairs  extending  from  the  entrance 
floor  to  the  roof,  and  the  stairs  and  public  halls  therein  shall  each  be  at 
ieast  three  feet  wide  in  the  clear,  and  every  entrance  hall  shall  be  at  least 
three  feet  six  inches  wide  in  the  clear ; but  if  such  entrance  hall  is  the  only 
entrance  to  more  than  one  flight  of  stairs,  that  portion  of  said  hall  between 
the  entrance  and  the  first  flight  of  stairs  shall  be  increased  one-half  in  width 
in  every  part  for  such  additional  flight  of  stairs. 

53.  Every  non-fireproof  tenement-house  hereafter  ejected  containing 
over  twenty-six  apartments  or  suites  of  rooms  above  the  entrance  story, 
shall  have  an  additional  flight  of  stairs  for  every  additional  twenty-six 
apartments  or  fraction  thereof ; if  said  house  contains  not  more  than 
thirty-six  apartments  above  the  entrance  story  in  lieu  of  an  additional 
stairway,  the  stairs,  stair  halls  and  entrance  halls  throughout  the  entire 
building  may  each  be  at  least  one-half  wider  than  is  specified  in  para- 
graph fifty-two^  of  this  act. 

54.  Every  fireproof  tenement-house  hereafter  erected  containing  over 
thirty-six  apartments  or  suites  of  rooms  above  the  entrance  story,  shall 
also  have  an  additional  flight  of  stairs  for  every  additional  thirty-six 
apartments  or  fraction  thereof ; but  if  said  house  contains  not  more  than 
forty-eight  apartments  above  the  entrance  story,  in  lieu  of  an  additional 
stairway,  the  stairs,  stair  halls  and  entrance  halls  throughout  the  entire 
building  may  each  be  at  least  one-half  wider  than  is  specified  in  para- 
graph fifty-two  of  this  act ; and  if  said  house  contains  not  more  than 
eighty-four  apartments  above  the  entrance  story,  in  lieu  of  three  stair- 
ways, there  may  be  but  two  stairways;  provided,  that  one  of  such  stair- 
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ways  and  the  stair  halls  and  the  entrance  halls  connected  therewith  are 
at  least  one-half  wider  than  is  specified  in  paragraph  fifty-two  of  this  act. 

55.  Each  flight  of  stairs  mentioned  in  the  last  three  paragraphs  shall 
have  an  entrance  on  the  entrance  floor  from  the  street  or  street  court, 
or  from  an  inner  court  which  connectcs  directly  with  the  street ; all 
stairs  shall  be  constructed  with  a rise  of  not  more  than  seven  and  one- 
half  inches  and  with  treads  not  less  than  ten  inches  wide  and  not  less 
than  three  feet  long  in  the  clear ; where  winders  are  used  all  treads  at 
a point  eighteen  inches  from  the  strings  on  the  wall  side  shall  be  at  least 
ten  inches  wide. 

56.  In  non-fireproof  tenement-houses  hereafter  erected  exceeding  four 
stories  in  height,  there  shall  be  no  inside  stairs  communicating  between 
the  cellar  or  other  lowest  story  and  the  floor  next  above,  but  such  stairs 
shall  be  located  outside  the  building,  and  if  enclosed,  shall  be  constructed 
entirely  fireproof  and  be  enclosed  in  a fireproof  enclosure,  with  fireproof 
self-closing  doors  at  all  openings ; this  provision,  however,  shall  not  apply  to 
the  stairs  leading  from  the  entrance  story  to  the  upper  floors  in  tenement- 
houses  hereafter  erected  where  there  is  no  cellar  or  other  lowest  story 
below  the  said  entrance  story ; provided,  that  in  tenement-houses  here- 
after erected,  which  do-  not  exceed  four  stories  in  height,  and  which  also 
are  not  occupied  or  arranged  to  be  occupied  by  more  than  two  families 
on  any  floor,  the  stairs  leading  to  the  cellar  or  other  lowest  story  may 
be  located  inside  the  building;  provided,  such  stairs  are  entirely  enclosed 
with  brick  walls  in  the  cellar  and  the  enclosing  partitions  lathed  with 
metal  lath  or  approved  plaster  board  on  the  first  floor  and  are  provided 
with  fireproof  self-closing  doors  at  both  the  top  and  the  bottom ; and  the 
door  at  the  bottom  shall  be  located  at  least  three  feet  from  the  foot  of 
the  stairs. 

57.  In  every  fireproof  tenement-house  hereafter  erected  the  stairs  com- 
municating between  the  lowest  cellar  or  other  lowest  story  and  the  next 
floor  above,  if  not  located  underneath  the  stairs  leading  to  the  upper 
stories,  may  be  placed  inside  of  the  said  building ; provided,  that  the  por- 
tion of  the  cellar  or  other  lowest  story  into  which  said  stairs  lead  is 
entirely  shut  off  by  fireproof  walls  from  those  portions  thereof  which  are 
used  for  the  storage  of  fuels,  or  in  which  heating  appliances,  boilers  or  ma- 
chinery are  located ; all  oppenings  in  such  walls  shall  be  provided  with  self- 
closing fireproof  doors. 

58.  All  stairs  in  tenement-houses  shall  be  provided  and  maintained  with 
proper  banisters  and  railings  and  kept  in  good  order. 

59.  In  non-proof  tenement-houses  hereafter  erected  no  closet  of  any  kind 
shall  be  constructed  under  any  staircase  leading  from  the  first  story,  exclu- 
sive of  the  cellar,  to  the  upper  stories,  but  such  space  shall  be  left  entirely 
open  and  kept  clear  and  free  from  incumbrances. 

60.  Every  enement-house  hereafter  erected  six  stories  or  more  in  height 
shall  be  made  fireproof  throughout. 

61.  Every  non-fireproof  tenement-house  hereafter  erected  may  have  stud 
partitions  above  the  cellar  or  basement ; provided,  said  stud  partitions  enclos- 
ing public  halls  on  the  first  floor  and  all  stair  halls  throughout  the  building 
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shall  be  lathed  on  both  sides  with  metal  laths  or  approved  plaster  board  and 
plastered  with  two  coats  of  brown  mortar  of  good  material,  and  the  ceiling 
of  the-cellar  or  other  lowest^ story  lathed  and  plastered  in  a similar  manner; 
and  when  any  part  of  the  entrance  floor,  cellar  or  basement  is  used  as  a store 
or  workshop  or  for  the  storage  of  combustible  materials  other  than  the  fuel 
supply  of  the  house,  then  the  entire  ceiling  of  the  floor  so  used  shall  be  lathed 
and  plastered  in  the  same  manner ; and  the  stairs  shall  be  constructed  of  iron 
or  stone,  or  some  other  approved  fireproof  material,  or  may  be  constructed 
of  wood,  provided  that  the  carriages  are  not  less  than  three  (3)  inches  thick 
and  the  treads  not  less  than  one-quarter  inches  in  thickness  and  the  soffits 
throughout  are  covered  with  metal  laths  or  approved  plaster  board  and  plas- 
tered with  two  coats  of  brown  mortar  of  approved  material. 

62.  In  every  tenement-house  hereafter  erected  there  shall  be  an  entrance 
to  the  cellar  or  other  lowest  story  from  the  outside  of  said  building;  and 
direct  access  shall  also  be  had  from  the  street  to  the  yard. 

63.  In  tenement-houses  hereafter  erected,  in  all  walls  where  wooden  fur- 
ring is  used,  all  the  courses  of  brick,  from  the  underside  of  the  floor  beams 
to  the  top  of  the  same,  shall  project  a distance  of  at  least  two  inches  beyond 
the  inside  face  of  the  wall  so  as  to  provide  an  effective  fire  stop ; and  wher- 
ever floor  beams  run  parallel  to  a wall  and  wooden  furring  is  used,  such 
beams  shall  always  be  kept  at  least  two  and  one-half  inches  away  from  the 
inside  line  of  the  wall,  and  the  space  between  the  beams  and  the  wall  shall 
be  built  up  solidly  with  brick  work  from  the  under  side  of  the  floor  beams 
to  the  top  of  the  same  so  as  to  provide  an  effective  fire  stop. 

64.  In  all  non-fireproof  tenement-houses  hereafter  erected  fore  and  aft 
stud  partitions  which  rest  directly  over  each  other,  shall  run  through  the 
wooden  floor  beams  and  rest  upon  the  plate  of  the  partition  below,  and  shall 
have  the  space  between  the  studding  filled  in  solid  to  the  full  depth  of  the 
floor  beams  and  to  a point  eight  inches  above  said  beams  with  approved 
incombustible  materials ; in  all  fireproof  tenement-houses  hereafter  erected  all 
partitions  shall  rest  directly  upon  the  fireproof  floor  construction  and  extend 
to  the  fireproof  beam  filling  above. 

65.  Within  the  fire  limits  no  wooden  tenement-houses  shall  hereafter  be 
erected  and  no  wooden  building  so  situated  and  not  now  used  as  a tenement- 
house  shall  hereafter  be  altered  or  converted  to  such  use;  but  outside  of  the 
fire  limits  frame  tenement-houses  not  exceeding  three  stories  in  height  nor 
more  than  forty  feet  in  height,  may  be  erected  of  wood;  but  if  three  stories 
in  height,  they  shall  not  provide  accommodations  for,  or  be  occupied  by, 
more  than  six  families  in  all  or  more  than  two  families  on  any  floor ; and  if 
built  within  three  (3'  o")  of  any  devision  or  party  line,  the  side  walls  shall 
have  the  spaces  between  the  studding  filled  in  solid  with  brick  laid  in  cement 
mortar,  or  other  approved  fireproof  material,  and  in  no  case  shall  any  such 
side  wall,  if  built  partially  or  entirely  of  frame,  be  used  as  a party  wall. 

66.  No  wooden  building  of  any  kind  whatsoever,  except  such  as  are  used 
for  water-closet  compartments,  shall  hereafter  be  placed  or  built  upon  the 
same  lot  with  a tenement-house,  within  the  fire  limits. 

67.  No  wooden  party  fence  shall  be  used  as  a part  of  the  enclosure  of  an 
outbuilding  of  any  kind  upon  the  same  lot  with  a tenement-house. 
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68.  No  tenement-house,  nor  any  part  thereof,  nor  of  the  lot  upon  which 
it  is  situated,  shall  be  used  as  a place  of  storage,  keeping  or  handling  of  any 
combustible  article,  except  where  permitted  by  local  ordinance  and  then  only 
in  the  manner  thereby  prescribed. 

69.  No  tenement-house  or  any  part  thereof,  nor  of  the  lot  upon  which 
it  is  situated,  shall  be  used  as  a place  for  the  keeping  or  handling  oi  any 
article  dangerous  or  detrimental  to  life  or  health,  nor  for  the  storage,  keep- 
ing or  handling  of  feed,  hay,  straw,  excelsior,  cotton,  paper  stock,  feathers  or 
rags. 

70.  When  the  floor  forming  the  ceiling  of  the  cellar  or  other  lowest  floor 
is  constructed  fireproof,  then  the  ceiling  of  the  cellar  or  other  lowest  floor  of 
all  tenement-houses  hereafter  erected  and  of  all  now  existing  tenement- 
houses  over  three  stories  high  shall  be  lathed  and  plastered  with  two  coats 
of  brown  mortar  of  good  materials,  and  where  any  tenement-house  now 
existing  or  hereafter  erected  is  over  three  stories  in  height  the  plastering 
shall  be  on  metal  lath  or  approved  plaster  board. 

71.  No  bakery  or  place  of  business  in  which  fat  is  boiled  shall  be  main- 
tained in  any  tenement-house  which  is  not  fireproof  throughout,  unless  the 
ceilings  and  side  walls  of  such  bakery  or  of  the  said  place  where  fat  boiling 
is  done  are  made  safe  by  fireproof  materials  around  the  same ; and  there 
shall  be  no  openings  either  by  door  or  by  window,  dumbwaiter,  shafts  or 
otherwise  between  said  bakery  or  said  place  where  fat  is  boiled  in  any  tene- 
ment-house and  any  other  part  of  the  said  building. 

72.  All  doors,  transoms  and  windows  opening  into  public  halls  from  any 
portion  of  a tenement-house  where  paint,  oil,  spirituous  liquors  or  drugs  are 
stored  for  the  purposes  of  sale  or  otherwise,  shall  be  removed  and  closed  up 
as  solidly  as  the  rest  of  the  wall. 

73.  All  shafts  hereafter  constructed  in  tenement-houses  shall  be  con- 
structed fireproof  throughout,  with  fireproof  self-closing  doors  at  all  open- 
ings, at  each  story,  except  window  openings  in  vent  shafts ; and  if  they 
extend  to  the  cellar  shall  also'  be  enclosed  in  the  cellar  with  fireproof  walls 
and  fireproof  self-closing  doors  at  all  openings ; in  no  case  shall  any  shaft 
be  constructed  of  . materials  in  which  any  inflammable  material  or  substance 
enters  into  any  of  the  component  parts;  but  nothing  in  this  paragraph  con- 
tained shall  be  so  construed  as  to  require  such  enclosures  about  elevators  or 
dumbwaiters  in  the  well  hole  of  stairs,  where  the  stairs  themselves  are 
enclosed  in  brick  or  stone  walls  and  are  entirely  constructed  of  fireproof 
materials. 

74.  When  wainscoting  is  hereafter  placed  in  any  tenement-house  or  any 
building  in  process  of  alteration  into  a tenement-house,  the  surface  of  the 
wall  or  partition  behind  such  wainscoting  shall  be  plastered  down  to  the  floor 
line,  and  any  intervening  space  between  said  plastering  and  said  wainnscot 
shall  be  filled  in  solid  with  incombustible  material. 

75.  All  wood  beams  and  other  timbers  in  the  party  walls  of  any  tenement- 
house  hereafter  erected  shall  be  separated  from  the  beams  or  timbers  entering 
from  the  opposite  side  of  the  wall  by  at  least  four  inches. 

76.  In  all  tenement-houses  hereafter  erected  all  wood  beams  shall  be 
framed  away  from  all  flues  and  chimneys,  whether  the  same  be  for  smoke, 
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air  or  any  other  purpose ; the  trimmer  beams  shall  not  be  less  than  eight 
inches  from  the  inside  face  of  a flue  and  four  inches  from  the  outside  of  a 
chimney  breast  and  the  header  beams  not  less  than  two  inches  from  the  out- 
side face  of  the  brick  or  stone  work  of  the  same;  except  that  for  smoke  flues 
of  boilers  and  furnaces,  where  the  brick  work  is  required  to  be  eight  inches 
in  thickness,  the  trimmer  beam  shall  not  be  less  than  twelve  inches  from  the 
inside  of  the  flue. 

77.  In  all  tenement-houses  hereafter  erected  every  kitchen  in  every  apart- 
ment shall  have  a hearth  not  less  than  four  feet  by  three  feet  in  size,  and, 
where  possible,  said  hearth  shall  be  supported  by  a brick  trimmer  arch  and 
may  be  finished  in  cement,  concrete  or  stone,  but  where  such  construction  is 
not  possible  then  the  hearth  may  be  constructed  in  the  following  manner : 
beams  shall  be  framed  around  the  location  for  such  hearth  and  shall  have 
cleats  not  less  than  four  inches  in  depth,  well  spiked  to  them  and  the  space 
floored  over  with  not  less  than  one  and  one-half  inch  matched  plank;  two 
inches  above  such  planking,  one-half  inch  iron  rods  shall  be  placed  not  over 
eight  inches  on  centers  and  shall  be  carried  across  the  opening  and  through 
the  enclosing  beams  and  securely  fastened  with  nuts  and  washers ; the  space 
thus  left  shall  be  filled  with  not  less  than  four  inches  of  concrete  and  surfaced 
one  inch  thick. 

78.  In  all  tenement-houses  now  existing  or  hereafter  erected  no  kitchen 

range  shall  be  placed  against  a furred  wall  or  stud  partition ; or  if  placed 
within  ten  inches  of  said  wall  or  partition,  then  the  wall  or  partition  must 
be  protected  by  the  owner  with  metal,  from  the  floor  to  a point  one  foot 

above  the  top  of  said  range,  and  said  kitchen  range  shall  rest  entirely  upon 

the  hearth,  or  upon  metal  legs  if  there  is  no  hearth,  and  shall  be  provided 
with  a metal  shield  extending  under  and  at  least  twelve  inches  in  front  of 
the  ashpan. 

79.  All  stoves  for  heating  purposes  in  tenement-houses  shall  be  properly 
supported  on  iron  legs,  resting  on  the  floor  at  least  two  feet  from  any  lath 
and  plaster  or  wood  work  other  than  said  floor ; a metal  shield  should  be 
placed  under  and  twelve  inches  in  front  of  the  ashpan  of  all  such  stoves  that 
are  placed  on  wooden  floors. 

80.  In  every  tenement-house  there  shall  be  adequate  chimneys  running  to 

every  floor  with  an  open  fireplace  or  grate,  or  place  for  stoves,  properly  con- 
nected with  one  of  said  chimneys  for  every  apartment,  but  no  chimney  shall 

be  started  or  built  upon  any  floor  or  beam  of  wood,  and  in  no  case  shall  a 
chimney  be  corbeiled  out  more  than  eight  inches  from  the  wall;  and  in  all 
cases  corbeiling  shall  consist  of  at  least  five  courses  of  brick;  but  no  cor- 
beiling  more  than  four  inches  shall  be  allowed  in  eight-inch  brick  walls ; all 
chimneys  shall  be  carried  not  less  than  four  feet  above  the  roof. 

81.  In  all  tenement-houses  hereafter  erected  all  smoke-flues  shall  be 
lined  on  the  inside  with  well-burned  clay  or  terra-cotta  pipe,  made  smooth  on 
the  inside,  carried  from  the  bottom  of  the  flue  or  from  the  throat  of  the  fire- 
place, if  the  flue  starts  from  the  latter,  and  carried  up  continuously  to  the 
full  height  of  the  flue;  the  ends  of  all  such  lining  pipes  shall  be  made  to  fit 
close  together  and  the  pipes  shall  be  built  in  as  the  flue  or  flues  are  carried 
up ; each  smoke-flue  shall  be  enclosed  on  all  sides  with  not  less  than  four 


20 


inches  of  brick  work  and  shall  have  an  area  of  not  less  than  thirty-six  square 
inches. 

82.  In  all  tenement-houses  hereafter  erected  all  flues  which,  for  any  rea- 
son, are  liable  to  be  heated  to  high  temperatures  or  to  become  dangerouus  in 
any  way,  shall  be  surrounded  on  all  exposed  sides  by  not  less  than  eight 
inches  of  brick  work  and  such  other  precautions  as  the  board  may  determine. 

83.  In  every  tenement-house  now  existing  or  hereafter  erected  where 
smoke-pipes  pass  through  a lath  and  plaster  or  other  partition,  they  shall  be 
guarded  by  galvanized  iron  ventilated  thimbles  at  least  twelve  inches  larger 
in  diameter  than  the  pipe;  no  smoke-pipe  will  be  permitted  to  pass  through 
any  roof. 

84.  In  all  tenement-houses  hereafter  erected  the  fire-backs  of  all  fire- 
places shall  be  of  solid  masonry  not  less  than  eight  inches  in  thickness. 

85.  In  all  tenement-houses  hereafter  erected  all  division  or  party  line 
walls  over  fifteen  feet  high,  shall  be  carried  up  to  form  parapet  walls  not  less 
than  eight  inches  in  thickness  and  to  a point  not  less  than  two  feet  above  the 
roof ; all  such  walls  shall  be  coped  with  stone,  terra-cotta  or  cast-iron. 

86.  In  all  tenement-houses  hereafter  erected  all  doors  placed  across 
public  halls,  except  entrance  doors,  shall  be  hung  so  as  to  open  outward. 

87.  All  stud  partitions  hereafter  constructed  in  any  tenement-house  shall 
be  plastered  from  the  floor  to  the  ceiling. 


ARTICLE  III. 

SECTION  I. 

88.  No  tenement-house  hereafter  erected  shall  occupy  more  than  ninety 
per  centum  of  a corner  lot,  or  more  than  seventy  per  centum  of  any  other 
lot;  provided,  that  the  space  occupied  by  fire-escapes  of  the  size  hereinbefore 
prescribed  shall  not  be  deemed  a part  of  the  lot  occupied. 

89.  For  the  purposes  of  the  immediately  preceding  paragraph,  the  meas- 
urements shall  be  taken  at  the  ground  level,  except  that  where  such  a build- 
ing has  no  basement  and  the  cellar  ceiling  is  not  more  than  three  feet  above 
the  curb  level,  the  measurements  as  to  the  percentage  of  a lot  occupied  may 
be  taken  at  the  level  of  the  second  tier  of  beams. 

90.  The  height  of  a tenement-house  hereafter  erected  shall  not  by  more 
than  one-half  exceed  the  width  of  the  widest  street  on  which  it  stands ; such 
height  shall  be  the  perpendicular  distance  measured  in  a straight  line  from 
the  curb  lever  to  the  highest  point  of  the  roof  beams ; provided,  that  where 
there  are  bulkheads  exceeding  ten  feet  in  height  or  exceeding  in  area  ten  per 
centum  of  the  area  of  the  roof,  the  measurements  shall  be  taken  to  the  top 
of  the  bulkhead ; but  this  shall  not  apply  to  elevator  enclosures  not  exceeding 
fifteen  feet  in  height ; the  measurements  in  all  cases  shall  be  taken  through 
the  center  of  the  facade  of  the  house. 

91.  Behind  every  tenement-house  hereafter  erected  there  shall  be  a yard 
extending  across  the  entire  width  of  the  lot,  and  except  upon  a corner  lot,  at 
every  point  from  the  ground  to  the  sky  unobstructed,  except  that  fire-escapes 
or  unenclosed  outside  stairs  may  project  not  over  five  feet  from  the 
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rear  line  of  the  house ; the  depth  of  the  said  yard  measured  from  the  extreme 
rear  wall  of  the  house  to  the  rear  line  of  the  lot,  shall  be  as  set  forth  in  the 
two  following  paragraphs  of  this  act. 

92.  Except  upon  a corner  lot,  the  depth  of  the  yard  behind  every  tene- 
ment-house hereafter  erected  fifty  feet  in  height  shall  be  not  less  than  sixteen 
feet  in  every  part;  said  yard  shall  be  increased  in  depth  one  foot  for  every 
additional  twelve  feet  of  height  of  the  building  or  fraction  thereof  above 
fifty  feet ; and  may  be  decreased  in  depth  one  foot  for  every  twelve  feet  of 
height  of  the  building,  less  than  fifty  feet;  but  it  shall  never  be  less  than 
fourteen  feet  in  depth  in  any  part. 

93.  The  depth  of  the  yard  behind  every  tenement-house  hereafter  erected 
upon  a corner  lot  shall  not  be  less  than  ten  feet  in  every  part ; provided . 
that  where  such  lot  is  less  than  one  hundred  feet  in  depth,  the  depth  of  the 
yard  may  be  not  less  than  ten  per  centum  of  the  depth  of  such  lot,  but 
shall  never  be  less  than  five  feet  in  every  part;  where  a tenement-house 
hereafter  erected  upon  a corner  lot  has  no  basement,  and  the  cellar  ceiling 
is  not  more  than  three  feet  above  the  curb  level,  said  yard  may  start  at 
the  level  of  the  second  tier  of  beams ; where  a corner  lot  is  more  than 
fifty  feet  in  width,  the  yard  for  that  portion,  in  excess  of  fifty  feet,  shall 
conform  to  the  provisions  of  this  act  relating  to  interior  lots.  Where  a cor- 
ner lot  is  bounded  by  more  than  two  streets,  and  does  not  exceed  one  hun- 
dred (100)  feet  in  depth,  the  ten  per  centum  of  unoccupied  space,  shall  be 
deemed  the  space  required  for  yard. 

94.  Wherever  a tenement-house  hereafter  erected  is  upon  a lot  which 
runs  through  from  one  street  to  another  street,  and  said  lot  is  not  less  than 
seventy  feet  nor  more  than  one  hundred  feet  in  depth,  there  shall  be  a yard 
space  through  the  center  of  the  lot  midway  between  the  two  streets,  which 
shall  extend  across  the  full  width  of  the  lot  and  shall  not  be  less  than  sixteen 
feet  in  depth  from  wall  to  wall ; but  where  such  building  has  no  basement 
and  the  cellar  ceiling  is  not  more  than  three  feet  above  the  curb  level  such 
yard  space  may  start  at  the  level  of  the  second  tier  of  beams ; where  such 
lot  is  over  one  hundred  feet  in  depth  such  yard  space  shall  conform  to  the 
provisions  of  paragraph  one  hundred  and  five  of  this  act,  for  inner  courts, 
and  shall  be  left  through  the  center  of  the  lot  midway  between  the  two 
streets,  and  shall  extend  across  the  entire  width  of  the  lot;  where  a single 
tenement-house  hereafter  erected  is  situated  on  a lot  formed  by  the  inter- 
section of  two  streets  at  an  acute  angle,  the  yard  of  said  house  need  not 
extend  across  the  entire  width  of  the  lot;  provided,  that  it  extends  to  a point 
in  line  with  the  middle  line  of  the  lot. 

95.  No  court  of  a tenement-house  hereafter  erected  shall  be  covered  by 
a roof  or  skylight,  but  every  such  court  shall  be,  at  every  point  open  to  the 
sky,  unobstructed;  provided , that  an  apartment  not  containing  any  room 
fronting  upon  the  street  or  yard  shall  have  a fire-escape  in  a court,  project- 
ing not  more  than  four  feet  from  the  house;  such  fire-escape  shall  directly 
connect  at  the  bottom  of  such  court  with  a fireproof  passageway,  not  less 
than  three  feet  wide  and  seven  feet  high,  leading  in  a straight  and  direct  line 
to  the  street. 

96.  In  every  tenement-house  hereafter  erected  exceeding  three  stories  in 
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height,  where  one  side  of  an  outer  court  is  situated  on  the  lot  line,  the  width 
of  the  said  court,  measured  from  the  lot  line  to  the  opposite  wall  of  the 
building,  shall  not  be  less  than  two  feet  eight  inches  in  any  part ; wherever 
an  outer  court  so  situated  exceeds  thirty-six  feet  in  depth,  and  does  not 
extend  from  the  street  to  the  yard,  the  entire  court  shall  be  increased  in 
width  six  inches  for  every  additional  fifteen  feet  in  excess  of  thirty-six  feet. 

97.  In  every  tenement-house  hereafter  erected,  not  exceeding  three 
stories  in  height,  which  is  also  not  occupied  or  arranged  to  be  occupied  by 
more  than  eight  families  in  all,  or  by  more  than  two  families  on  any  floor 
and  in  which,  also,  each  apartment  extends  through  from  the  street  to  the 
3'ard,  the  width  of  an  outer  court  situated  on  the  lot  line  shall  be  at  least 
two  feet  eight  inches,  running  parallel  with  the  wall;  and  where  such  court 
exceeds  sixty-five  feet  in  depth,  the  width  of  such  court  shall  be  increased 
cne  foot  for  every  thirty  feet  or  fraction  thereof  that  said  court  exceeds 
sixty-five  feet  in  depth,  but  where  such  tenement-house  is  occupied  or  ar- 
ranged to  be  occupied  by  more  than  eight  families  in  all,  or  by  more  than 
two  families  on  any  floor,  and  in  which  the  apartments  do  not  extend  through 
from  the  street  to  the  yard,  the  width  of  an  outer  court  situated  on  the  lot 
line  shall  be  regulated  by  paragraph  ninety-six  of  this  act. 

98.  In  every  tenement-house  hereafter  erected  exceeding  three  stories  in 
height,  where  an  outer  court  is  situated  between  wings  or  parts  of  the  same 
building,  the  width  of  the  said  court,  measured  from  wall  to  wall,  shall  not 
be  less  than  four  feet,  running  parallel  with  wall.  Whenever  an  outer  court 
so  situated  exceeds  thirty-six  feet  in  depth,  the  entire  court  shall  be  increased 
in  width  six  inches  in  every  additional  fifteen  feet  or  fraction  thereof. 

99.  In  every  tenement-house  hereafter  erected,  not  exceeding  three 
stories  in  height,  and  which  also  is  not  occupied  or  arranged  to  be  occupied 
by  more  than  eight  families  in  all,  or  by  more  than  two  families  on  a floor, 
and  in  which  also  each  apartment  extends  through  from  the  street  to  the 
yard,  the  width  of  an  outer  court  situated  between  wings  or  parts  of  the  same 
building,  measured  from  wall  to  wall,  shall  not  be  less  than  four  feet,  run- 
ning parallel  with  wall.  Where  such  court  extends  sixty-five  feet  in  depth, 
its  width  shall  be  increased  two  feet  for  every  thirty  feet  or  fraction  thereof 
that  said  court  exceeds  sixty-five  feet  in  depth ; but  where  such  tenement- 
house  is  occupied  by  more  than  eight  families  in  all,  or  by  more  than  two 
families  on  any  floor,  and  in  which  the  apartments  do  not  extend  through 
from  the  street  to  the  yard,  the  width  of  an  outer  court,  situated  between 
wings  or  parts  of  the  same  building,  or  between  different  buildings  on  the 
same  lot,  shall  be  regulated  by  paragraph  ninety-eight  of  this  act. 

100.  Wherever  an  outer  court  in  any  tenement-house  hereafter  erected 
changes  its  initial  horizontal  direction,  or  wherever  any  part  of  such  court 
extends  in  a direction  so  as  not  to  receive  direct  light  from  the  street  or  yard, 
the  length  of  such  portion  of  said  court  shall  never  exceed  the  width  of  said 
portion ; such  length  to  be  measured  from  the  point  at  which  the  change  of 
direction  commences. 

101.  Wherever  an  outer  court  of  any  tenement  house  is  less  in  depth 
than  the  minimum  width  prescribed  by  this  act,  then  its  width  may  be  equal 
to  but  not  less  than  its  depth ; provided,  that  such  width  is  not  less  than  three 
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and  one-half  feet  in  the  clear ; this  exception  shall  also  apply  to  each  off-set 
or  recess  in  outer  courts,  and  no  windows,  except  windows  of  water-closet 
compartments,  bath-rooms  or  halls  shall  open  upon  any  off-set  or  reecss  less 
than  two  feet  eight  inches. 

102.  In  every  tenement-house  hereafter  erected,  exceeding  four  stories 
in  height,  where  one  side  of  an  inner  court  is  situated  on  the  lot  line,  the 
width  of  said  court,  measured  from  the  lot  line  to  the  parallel  wall  of  said 
building,  shall  not  be  less  than  eight  feet  from  lot  line  to  opposite  wall,  in 
any  part,  or  its  horizontal  dimensions,  shall  not  be  less  than  fourteen  feet  in 
any  part ; but  for  ever}'  twelve  feet  of  increase  or  fraction  thereof  in  the 
height  of  said  building  above  fifty  feet,  such  width  shall  be  increased  six 
inches  throughout  the  entire  height  of  said  court,  and  the  other  horizontal 
dimensions  shall  be  increased  one  foot  throughout  the  entire  height  of  said 
court ; and  for  twelve  feet  of  decrease  in  the  height  of  said  building  below 
fifty  feet,  such  width  may  be  decreased  six  inches  and  the  other  horizontal 
dimension  may  be  decreased  one  foot. 

103.  In  every  four-story  tenement-house  hereafter  erected,  the  size  of  an 
inner  court  situated  in  the  lot  line  shall  be  as  prescribed  by  paragraph  one 
hundred  and  two  of  this  act ; provided,  that  where  such  tenement-house  is 
not  occupied  by  more  than  eight  families  in  all,  or  by  more  than  two  families 
on  any  floor,  and  in  which  each  apartment  extends  through  from  the  street 
to  the  yard,  the  width  of  such  court  may  be  decreased,  but  shall  not  be  less 
than  six  feet  in  any  part,  and  its  other  horizontal  dimensions  shall  not  be  less 
than  twelve  feet  in  any  part. 

104.  In  every  tenement-house  hereafter  erected,  not  exceeding  three 
stories  in  height,  the  width  of  an  inner  court  situated  on  the  lot  line  shall  not 
be  less  than  four  feet  in  any  part,  and  its  other  horizontal  dimension  shall 
not  be  less  than  ten  feet  in  any  part,  measured  from  the  lot  line  to  the  oppo- 
site wall. 

105.  In  every  tenement-house  hereafter  erected  exceeding  four  stories 
in  height,  where  an  inner  court  is  not  situated  upon  the  lot  line,  but  is 
enclosed  on  all  four  sides,  the  least  horizontal  dimensions  of  the  said  court 
shall  not  be  less  than  twenty-four  feet,  but  for  every  twelve  feet  of  increase 
or  fraction  thereof  in  the  height  of  such  building  above  fifty  feet,  the  sair 
court  shall  be  increased  one  foot  in  each  horizontal  dimension,  throughout 
the  entire  height  of  said  court,  and  for  every  twelve  feet  of  decrease  in  the 
height  of  said  building  below  fifty  feet,  each  horizontal  demension  of  the 
said  court  may  be  decreased  one  foot. 

106.  In  every  four-story  tenement-house  hereafter  erected  the  size  of  an 
inner  court  situated  on  the  lot  line,  but  enclosed  on  all  four  sides,  shall  be  as 
prescribed  by  paragraph  one  hundred  and  five  of  this  act ; provided,  that 
where  such  tenement-house  is  not  occupied  or  arranged  to  be  occupied  by 
more  than  eight  families  in  all  or  by  more  than  two  families  on  any  floor, 
and  in  which  also  each  apartment  extends  through  from  the  street  to  the 
yard,  the  size  of  such  court  may  be  decreased,  but  its  least  dimensions  shall 
not  be  less  than  fourteen  feet  in  any  part. 

107.  In  every  tenement-house  hereafter  erected  not  exceeding  three 
stories  in  height,  the  least  dimensions  of  an  inner  court  shall  not  be  less  than 
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fourteen  feet  in  any  part;  provided,  that  where  such  tenement-house  is  not 
occupied  or  arranged  to  be  occupied  by  more  than  six  families  in  all,  or  by 
more  than  two  families  of  any  floor,  and  in  which  each  apartment  extends 
through  from  the  street  to  the  yard,  the  size  of  such  court  may  be  decreased, 
but  its  width  shall  not  be  less  than  eight  feet  in  any  part  and  its  other  hori- 
zontal dimension  shall  not  be  less  than  fourteen  feet. 

108.  In  every  tenement-house  hereafter  erected  every  inner  court  shall 
be  provided  with  one  or  more  horizontal  intakes  at  the  bottom:  such  intakes 
shall  always  communicate  directly  with  the  street  or  yard,  and  shall  consist 
of  a passageway  not  less  than  three  feet  wide  and  seveli  feet  high,  which  shall 
be  left  open ; there  shall  always  be  provided  in  said  passageway  open  grills, 
or  transoms,  of  a size  not  less  than  five  square  feet  each,  and  such  open  grills 
or  transoms  shall  never  be  covered  over  by  glass  or  in  any  other  way;  there 
shall  be  at  least  two  such  grills  or  transoms  in  each  such  passageway,  one  at 
the  inner  court  and  the  other  at  the  street  or  yard,  as  the  case  may  be ; or  air- 
tight open  ducts  not  less  than  sixteen  inches  deep,  and  five  square  feet  in  area 
and  provided  with  open  iron  grills  at  each  end,  if  constructed  of  metal,  may 
be  substituted  for  such  passage ; provided,  they  can  be  installed  so  as  to 
connect  from  the  street  or  yard  to  the  bottom  of  the  court  at  right  angles 
without  bend  or  break  or  the  forming  of  a trap  in  any  part ; and  provided 
also,  that  direct  access  is  given  to  the  bottom  of  such  court  by  doorway 
opening  to  a public  hall  of  the  building. 

109.  In  tenement-houses  where  the  inner  courts  are  not  less  than  ten  feet 
wide  in  any  part,  offsets  and  recesses  will  be  permitted,  but  when  the  depth 
of  such  offset  or  recess  is  less  than  the  minimum  width  prescribed,  then  the 
width  of  said  offset  or  recess  may  be  equal  to  but  not  less  than  its  depth ; 
provided,  that  such  width  is  never  less  than  four  feet  in  the  clear;  and  no 
window  except  the  windows  of  water-closet  compartments,  bath-rooms  or 
halls,  shall  open  upon  any  offset  or  recess  less  than  six  feet  in  width. 

no.  Nothing  contained  in  the  foregoing  paragraphs  concerning  outer 
and  inner  courts  shall  be  construed  as  preventing  windows  at  the  angles  of 
said  courts ; provided,  that  the  running  length  of  the  wall  containing  such  win- 
dows does  not  exceed  six  feet;  except  that  in  outer  courts  or  in  inner  courts 
of  a less  size  than  the  minimum  prescribed  for  tenement-houses  fifty  feet  in 
height,  the  running  length  of  the  wall  containing  windows  in  the  angle  of 
said  courts,  shall  not  exceed  four  feet;  nothing  in  this  paragraph  shall  be 
construed  so  as  to  permit  the  reduction  of  any  inner  court  by  cutting  off  the 
corners  thereof,  when  such  court  court  is  less  than  eight  feet  in  width  meas- 
ured from  the  lot  line  to  the  opposite  wall  of  the  building. 

hi.  In  any  tenement-house  hereafter  erected  or  now  existing  where 
each  apartment  extends  through  from  the  street  to  the  yard,  no  clothes, 
bedding  or  similar  articles  shall  be  hung  or  exposed  in  any  court  for  dry- 
ing or  airing  or  any  purpose. 

1 12.  No  separate  tenement-house  shall  hereafter  be  erected  upon  the 
rear  of  any  lot  where  there  is  a tenement-house  on  the  front  of  said  lot, 
nor  upon  the  front  of  any  such  lot  upon  the  rear  of  which  is  a tenement- 
house. 

1 13.  Where  any  building  is  hereafter  placed  on  the  same  lot  with  a 
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tenement-house  there  shall  be  always  maintained  between  the  said  build- 
ings an  open,  unoccupied  space  extending  upwards  from  the  ground,  and 
extending  across  the  entire  width  of  the  lot ; where  either  building  is 

fifty  feet  or  more  in  height,  such  open  space  shall  be  at  least  twenty-four 

feet  from  wall  to  wall ; and  for  every  twelve  feet  of  increase  or  fraction 

thereof  in  the  height  of  such  building  above  fifty  feet,  such  open  space 

shall  be  increased  one  foot  in  depth  throughout  its  entire  width,  and  for 
every  twelve  feet  of  decrease  in  the  height  of  such  building  below  fifty 
feet  the  depth  of  such  open  space  may  be  decreased  one  foot;  and  no 
building  of  any  kind  shall  be  hereafter  placed  upon  the  same  lot  as  a 
tenement-house,  so  as  to  decrease  the  minimum  size  of  courts  or  yards 
as  prescribed  by  this  act;  and  if  any  tenement-house  is  hereafter  erected 
upon  any  lot  upon  which  there  is  already  another  building,  it  shall  com- 
ply with  all  of  the  provisions  of  this  act,  and  in  addition  the  space  be- 
tween the  said  buildings  and  the  said  tenement-house  shall  be  of  such 
size  and  arranged  in  such  manner  as  is  prescribed  in  this  paragraph,  the 
height  of  the  highest  building  on  the  lot  to  regulate  the  dimension ; and 
the  use  to  which  such  other  building  is  put  shall  not  be  detrimental  to 
the  health  or  safety  of  the  occupants  of  said  tenement-house  and  shall 
be  subject  to  the  written  approval  of  the  board. 

1 14.  In  every  tenement-house  hereafter  erected  every  room,  except 

water-closet  compartments  and  bath-rooms,  shall  have  at  least  one  win- 
dow opening  directly  upon  the  street  or  upon  a yard  or  court  of  the  mini- 
mum dimensions  specified  in  this  act,  and  such  windows  shall  be  so 

located  as  to  properly  light  all  portions  of  such  rooms ; whenever  a 
room  in  such  tenement-house  opens  upon  an  inner  court  less  than  ten 
feet  wide,  measured  from  the  lot  line  to  the  opposite  wall  of  the  build- 
ing, such  room  shall  be  properly  provided  with  a sash  window,  commu- 
nicating with  another  room  in  the  same  apartment,  such  window  to  con- 
tain not  less  than  ten  square  feet  of  glazed  surface,  and  to  be  made  so 
as  to  readily  open. 

1 15.  In  every  tenement-house  hereafter  erected,  the  total  window  area 

in  each  room,  except  water-closet  compartments  and  bath-rooms,  shall 
be  at  least  one-tenth  of  the  superficial  area  of  the  room,  and  the  top 

at  least  of  one  window  shall  not  be  less  than  seven  feet  six  inches  above 

the  floor,  and  the  upper  half  of  it  shall  be  made  so  as  to  open  the  full 

width ; no  such  window  shall  be  less  than  twelve  square  feet  in  area  between 
the  stop  beads. 

1 16.  In  every  tenement-house  hereafter  erected,  the  total  window  area 
in  a water-closet  compartment  or  bath-room  shall  not  be  less  than  three 
square  feet  and  no  such  window  shall  be  less  than  one  foot  in  width, 
measuring  between  stop  beads ; in  every  tenement-house  hereafter  erected 
all  rooms,  except  water-closet  compartments  and  bath-rooms,  shall  be  of 
the  following  minimum  sizes : in  each  apartment  there  shall  be  at  least 
one  room  containing  not  less  than  one  hundred  and  twenty  square  feet  of 
floor  area;  each  other  room  shall  contain  at  least  seventy  square  feet  of 
floor  area;  each  room  shall  be,  in  every  part,  not  less  than  nine  feet  high 
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from  the  finished  floor  to  the  finished  ceiling;  provided,  that  an  attic  room 
need  be  nine  feet  high  in  but  half  of  its  area. 

11 7.  All  alcove  rooms  in  tenement-houses  must  conform  to  all  the  re- 
quirements for  other  rooms. 

1 18.  In  every  tenement-house  hereafter  erected  which  is  occupied,  or 
arranged  to  be  occupied,  by  more  than  two  families  on  any  floor,  or  which 
exceeds  four  stories  in  height,  every  public  hall  shall  have  at  least  one 
window  opening  directly  upon  the  street  or  upon  a yard  or  court ; either 
such  window  shall  be  at  the  end  of  said  hall,  with  the  plane  of  the  window 
at  right  angles  to  the  axis  of  said  hall,  or  there  shall  be  at  least  one  window 
opening  directly  upon  the  street,  or  upon  a yard  or  court,  in  every  twenty 
feet  in  length  or  fraction  thereof  of  said  hall ; but  this  provision  for  a 
window  in  every  twenty  feet  of  hallway  shall  not  apply  to  that  portion  of 
the  entrance  hall  between  the  entrance  and  the  first  flight  of  stairs ; provided, 
that  the  entrance  door  contains  not  less  than  five  square  feet  of  glazed 
surface;  in  every  public  hall  in  such  tenement-houses  recesses  or  returns, 
the  length  of  which  does  not  exceed  twice  their  width,  will  be  permitted 
without  an  additional  window;  but  wherever  the  length  of  such  recess  or 
return  exceeds  twice  its  width,  the  above  provisions  in  reference  to  one 
window  in  every  twenty  feet  of  hallway  shall  be  applied;  any  part  of  a 
hallway  which  is  shut  off  from  any  other  part  of  said  hall  by  a door  or  doors 
shall  be  deemed  a separate  hall,  within  the  meaning  of  this  paragraph ; in 
every  tenement-house  hereafter  erected  where  the  public  hall  is  not  provided 
with  a window  opening  directly  to  the  outer  air  as  above  provided,  there  shall 
be  a stair  well  not  less  than  twelve  inches  wide  in  the  clear,  extending  from 
the  entrance  floor  to  the  roof,  and  all  doors  leading  from  such  public  hall 
shall  be  provided  with  translucent  glass  panels  having  an  area  of  not  less  than 
five  square  feet  for  each  door  and  also  with  fixed  transoms  of  translucent 
glass  over  each  door. 

1 19.  In  every  tenement-house  hereafter  erected  one,  at  least,  of  the 
windows  provided  to  light  each  public  hall  or  part  thereof  shall  be  at  least  two 
feet  six  inches  wide  and  five  feet  high,  measured  between  the  stop  beads. 

120.  In  every  tenement-house  hereafter  erected  the  aggregate  area  of 
windows  to  light  or  ventilate  stair  halls  shall  be  at  least  eighteen  square 
feet  for  each  floor ; there  shall  be  provided  for  each  story  at  least  one  of 
said  windows,  which  shall  be  at  least  two  and  a half  feet  wide  and  five  feet 
high ; measured  between  the  stop  beads ; a sash  door  shall  be  deemed  the 
equivalent  of  a window  in  paragraphs  one  hundred  and  eighteen,  one  hun- 
dred and  nineteen  and  one  hundred  and  twenty  of  this  act;  provided,  that 
such  door  contains  the  amount  of  glazed  surface  prescribed  for  such  windows. 

121.  In  every  apartment  of  three  or  more  rooms  in  a tenement-house 
hereafter  erected,  access  to  every  living  room  and  bedroom  and  to  at  least 
one  water-closet  compartment  shall  be  had  without  passing  through  any 
bedroom. 

122.  No  room  in  a now  existing  tenement  shall  hereafter  be  occupied 
for  living  purposes  unless  it  shall  have  a window  on  the  street,  or  upon  a 
yard  not  less  than  four  feet  deep,  or  upon  a court  or  shaft  of  not  less  than 
twenty-five  square  feet  in  area,  open  to  the  sky  without  roof  or  skylight ; 


27 


provided,  however,  that  such  room  may  be  occupied  for  living  purposes  if  it 
has  a sash  window  opening  into  an  adjoining  room  in  the  same  apartment, 
which  latter  room  either  opens  directly  upon  the  street  or  on  a yard  of  the 
above  dimensions,  or  itself  connects  directly  by  a similar  window  with  such 
outer  room ; said  sash  window  shall  be  at  least  three  feet  by  five  feet  between 
stop  beads  and  both  halves  shall  be  made  so  as  to  open  readily;  where  it  is 
not  possible  to  construct  a window  of  this  width,  then  such  window  may  be  of 
such  size  as  may  be  prescribed  by  the  board,  but  such  window  shall  never 
contain  less  than  twelve  feet  of  glazed  surface;  an  alcove  opening  of  no  less 
dimensions  than  the  said  sash  window,  in  addition  to  the  usual  door  opening, 
shall  be  deemed  its  equivalent. 

123.  In  every  now  existing  tenement-house,  four  stories  or  more  in  height, 
whenever  a public  hall  on  any  floor  is  not  lighted  enough  in  the  daytime  to 
permit  a person  to  read  in  every  part  thereof,  without  the  aid  of  artificial 
light,  the  wooden  panels  in  the  doors  located  on  the  public  halls  and  opening 
directly  into  rooms,  shall  be  removed  and  ground  glass  or  other  translucent 
glass  of  an  aggregate  area  of  not  less  than  five  square  feet  for  each  door  shall 
be  substituted ; or  in  lieu  of  removing  panels  from  the  doors  a fixed  sash 
window  of  ground  glass,  or  other  translucent  glass,  of  an  area  of  not  less 
than  five  square  feet,  may  be  cut  into  partitions  separating  the  said  hall  from 
rooms  which  open  directly  upon  the  street  or  upon  a yard,  court  or  shaft  of 
dimensions  specified  in  the  last  paragraph ; or  said  public  hall  may  be  lighted 
by  a window  or  windows  at  the  end  thereof,  with  the  plane  of  the  window  at 
right  angles  to  the  axis  of  said  hall,  said  windows  opening  upon  the  street  or 
upon  a yard,  court  or  shaft  of  said  dimensions. 

124.  In  every  tenement-house  hereafter  erected  there  shall  be  in  the  roof 
directly  over  the  stair  well,  a ventilating  skylight  constructed  of  metal  and 
provided  with  ridge  ventilators  having  a minimum  opening  of  forty  square 
inches ; or  such  skylight  shall  be  provided  with  fixed  or  movable  louvres ; the 
glazed  roof  of  such  skylight  shall  not  be  less  than  twenty  square  feet  in  area; 
where  the  stairs  and  public  halls  are  not  provided  with  windows  on  each 
floor  opening  directly  to  the  outer  air,  the  skylights  shall  be  provided  with 
such  ridge  ventilators  and  also  with  fixed  or  movable  louvres  or  with  movable 
sashes. 

125.  In  every  now  existing  tenement-house  over  two  stories  in  height, 
where  no  skylight  or  bulkhead  with  glazed  sash  is  found  over  the  stair  well,  or 
in  which  the  stair  halls  do  not  have  windows  opening  directly  to  the  outer  air, 
there  shall  be  a ventilating  skylight  constructed  in  the  roof,  directly  over  the 
stair  well,  as  specified  in  the  preceding  paragraph ; in  every  such  tenement- 
house  where  an  existing  skylight  or  glazed  bulkhead  does  not  provide  sufficient 
light  and  ventilation,  then  the  board  shall  require  such  skylight  or  such 
bulkhead  to  be  altered  or  enlarged  so  as  to  provide  such  proper  light  and 
ventilation. 

126.  In  every  tenement-house  now  existing  or  hereafter  erected  a proper 
light  shall  be  kept  burning  by  the  owner,  in  the  public  hallways,  near  the 
stairs,  upon  the  entrance  floor ; and  in  every  tenement-house,  over  two  stories 
high,  such  a light  shall  also  be  kept  burning  upon  the  second  floor  above  the 
entrance  floor  of  such  house  every  night  throughout  the  entire  year,  and 
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■upon  all  other  floors  of  such  tenement-house  from  sunset  each  day  until  ten 
o’clock  each  evening;  where  the  public  halls  and  stairs  are  not  provided  with 
windows  opening  directly  to  the  street  or  yard,  and  such  halls  and  stairs  are, 
in  the  opinion  of  the  board,  not  sufficiently  lighted,  the  owner  of  such  house 
shall  keep  a proper  light  burning  in  the  hallway  near  the  stairs  upon  each  floor 
as  may  be  necessary,  from  sunrise  to  sunset,  and  all  such  lights  shall  be  so 
arranged  as  to  effectually  guard  against  fire. 

127.  Every  vent-shaft  hereafter  constructed  in  a tenement-house  shall  be 
at  least  nine  square  feet  in  area,  and  the  least  dimensions  of  such  shaft  shall 
not  be  less  than  three  feet;  and  if  the  building  be  above  fifty  fet  in  hight, 
such  shaft  shall,  throughout  its  entire  height,  be  increased  in  area  three  square 
feet  for  each  additional  twelve  feet  in  height  or  fraction  thereof ; and  for 
each  twelve  feet  in  height  less  than  fifty  feet,  such  shaft  may  be  decreased  in 
area  three  square  feet ; a vent-shaft  may  be  enclosed  on  all  four  sides,  but  it 
shall  not  be  roofed  or  covered  over  in  any  way;  every  such  shaft  shall  be 
provided  with  a horizontal  intake  or  duct  at  the  bottom,  communicating  with 
the  street  or  yard  or  with  a court ; such  duct  or  intake  to  be  not  less  than  four 
square  feet  in  total  area  and  to  be  arranged  so  as  to  be  easily  cleaned  out. 

128.  Where  any  vent-shaft  in  any  now  existing  tenement-house  is  roofed 
or  covered  over  in  any  way,  such  roof  or  other  covering  shall  be  completely 
removed  or  made  to  conform  with  such  requirements  as  the  board  may  find 
necessary  to  secure  ample  ventilation. 

129.  No  vent-shaft  in  any  tenement-house  now  existing  or  hereafter 
erected  shall  be  used  as  a place  of  storage  for  any  articles  of  any  kind  what- 
soever, nor  shall  it  be  obstructed  by  any  shelf  or  other  similar  contrivance. 

130.  In  any  now  existing  tenement-house  no  room  in  the  basement  or 
cellar  shall  be  occupied  for  living  purposes  without  a written  permit  from  the 
board,  and  such  permit  shall  be  kept  readily  accessible  in  the  main  living  room 
of  the  apartment  containing  such  room,  and  may  be  canceled  at  any  time  by 
the  board  or  by  the  local  board  of  health  having  jurisdiction;  but  no  such 
permit  shall  be  granted  unless  such  room  shall  have  at  least  one  window 
opening  on  a street,  court  or  yard  not  less  than  four  feet  wide,  and  such  room 
shall  have  sufficient  light,  shall  be  well  drained  and  dry,  and  shall,  in  the 
opinion  of  the  board,  be  fit  for  human  habitation;  and  the  ceiling  of  such 
room  shall  be  in  every  part  not  less  than  seven  feet  high,  and  not  less  than 
four  feet  above  the  ground  outside;  there  shall  be,  outside  of  and  adjoining 
such  room  and  extending  along  the  entire  frontage  of  the  same,  an  open 
area,  which  shall  be  at  least  two  feet  and  six  inches  in  its  least  dimensions, 
unless  such  room  extends  for  more  than  one-half  of  its  height  above  the  curb 
level ; such  area  shall  be  well  and  effectually  drained. 

131.  In  tenement-houses  hereafter  erected  no  room  in  the  cellar  or  in  the 
basement  shall  be  constructed,  altered,  converted  or  occupied  for  living  pur- 
poses unless  all  of  the  following  conditions  are  complied  with : 

I.  Such  room  shall  be  at  least  eight  feet  and  six  inches  high  in  every 
part,  from  the  floor  to  the  ceiling;  provided,  that  in  buildings  already  erected 
and  not  now  used  as  tenement-houses,  but  hereafter  altered  or  converted  to 
such  use,  such  room  shall  not  be  less  than  eight  feet  in  every  part,  from  the 
floor  to  the  ceiling; 
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II.  The  ceiling  of  such  room  shall  be  at  least  five  feet  above  the  surface 
of  the  street  or  ground  outside  of  or  adjoining  the  same; 

III.  There  shall  be,  appurtenant  to  such  room,  the  use  of  a separate 
water-closet ; 

IV.  Such  room  shall  have  a window  or  windows  opening  upon  the  street 
or  upon  a yard  or  court;  the  total  area  of  windows  in  such  room  shall  be  at 
least  one-eighth  of  the  superficial  area  of  the  room,  and  one-half  of  the  sash 
shall  be  made  to  open  full  width ; and  the  top  of  each  window  shall  be  within 
six  inches  of  the  ceiling. 

132.  In  every  tenement-house  now  existing  or  hereafter  erected  the  floor 
of  the  entire  cellar  or  other  lowest  floor  below  or  on  grade  shall  be  finished 
with  concrete,  asphalt  or  other  similar  material  approved  by  the  board;  all 
new  floors,  if  laid  with  concrete,  shall  not  be  less  than  four  inches  thick  and 
finished  with  one  inch  of  cement  surfacing;  and  every  tenement-house  here- 
after erected  on  any  lot  which  is  damp,  or  which  is  affected  by  tidewater  or 
the  drainage  of  surface  water  from  other  properties,  shall  have  all  walls 
below  the  ground  level  cemented  at  least  one-half  an  inch  thick  and  given  a 
coat  of  asphalt. 

133.  In  every  tenement-house  hereafter  erected  or  now  existing  the  cellar 
walls  and  ceilings  shall  be  thoroughly  whitewashed  or  painted  a light  color  by 
the  owner  and  shall  be  so  maintained ; such  whitewash  or  paint  shall  be 
renewed  whenever  necessary,  as  may  be  required  by  the  board. 

134.  In  every  tenement-house  hereafter  erected  the  bottom  of  all  shafts, 
courts,  areas  and  yards  which  extend  to  the  basement  for  light  or  ventilation 
of  living  rooms,  shall  be  six  inches  below  the  floor  level  of  the'  part  so  occu- 
pied or  intended  to  be  occupied,  and  the  bottom  of  all  vent-shafts  and  inner 
courts  in  such  building  shall  be  paved  with  flagstones,  cement  or  asphalt,  or 
similar  substances. 

135.  In  every  tenement-house  now  existing  or  hereafter  erected  all  shafts, 
courts,  areas  and  yards  shall  be  properly  graded  and  drained  and  connected 
with  the  street  sewer  where  such  connection  be  possible  and  permitted  by 
local  ordinances ; and  when  required  by  the  board  shall  be  paved  with  stone, 
cement  or  asphalt  or  other  approved  material. 

136.  In  every  tenement-house  now  existing  or  hereafter  erected  there 
shall  be,  at  the  bottom  of  every  shaft  and  inner  court  a door  giving  sufficient 
access  to  such  shaft  or  court  as  to  enable  it  to  be  properly  cleaned  out;  in 
shafts  or  courts  of  a less  size  than  prescribed  by  this  act  for  tenement-houses 
hereafter  erected,  such  doors  shall  be  fire-proof  and  self-closing;  provided, 
that  where  there  is  already  a window  or  door  in  a now  existing  tenement- 
house,  giving  proper  access  to  such  shaft  or  court,  such  window  or  door  shall 
be  deemed  sufficient. 

137.  In  every  tenement-house  now  existing  or  hereafter  erected  the  walls 
of  all  courts,  inner  courts  and  shafts,  unless  built  of  a light  color  brick  or 
stone,  shall  be  thoroughly  whitewashed,  or  shall  be  painted  a light  color  by 
the  owner  and  shall  be  so  maintained;  such  whitewash  or  paint  shall  be 
renewed  whenever  necessary,  as  may  be  required  by  the  board. 

138.  Every  tenement-house  and  every  part  thereof,  shall  be  kept  clean  and 
free  from  every  accumulation  of  dirt,  filth  or  garbage  or  other  matter  in  or 


30 


on  the  same,  or  in  yards,  courts,  passages,  areas  or  alleys,  connected  with  the 
same  or  belonging  to  the  same;  the  owner  of  every  tenement-house  or  part 
thereof  shall  thoroughly  cleanse  all  the  rooms,  passages,  stairs,  floors,  windows, 
doors,  walls,  ceilings,  privies,  water-closets,  cesspools,  drains,  halls,  cellars, 
roofs  and  all  other  parts  of  said  tenement-house  or  part  of  a house  of  which 
he  is  the  owner,  to  the  satisfaction  of  the  board  and  shall  maintain  the  said 
parts  of  the  house  in  a clean  condition  at  all  times ; no  person  shall  place  filth, 
urine  or  fecal  matter  in  any  place  in  a tenement-house  other  than  that  place 
provided  for  the  same,  or  keep  filth,  urine  or  fecal  matter  in  his  apartment  or 
upon  his  premises  such  length  of  time  as  to  become  a nuisance. 

139.  Na  wall  paper  shall  be  placed  upon  any  wall  or  ceiling  of  any  tene- 
ment-house unless  all  old  wall  paper  shall  be  first  removed  therefrom  and  said 
wall  and  ceiling  thoroughly  cleaned. 

140.  No  tenement-house  nor  any  part  thereof  shall  be  used  for  a lodging- 
house  or  for  the  storage  or  handling  of  rags;  within  the  fire  limits  no  horse, 
cow,  calf,  swine,  sheep  or  goats  shall  be  kept  in  any  tenement-house  or  on  the 
lot  upon  which  such  tenement-house  is  erected;  but  outside  said  fire  limits 
animals  may  be  housed  on  such  lot;  provided,  they  are  housed  at  least  forty 
feet  distant  from  any  tenement-house,  and  that  such  housing  is  not  detrimental 
to  health,  in  the  opinion  of  the  board,  and  that  such  housing  is  constructed  and 
maintained  in  such  manner  as  the  board  may  require. 

141.  In  any  tenement-house  in  which  the  owner  thereof  does  not  reside 
and  which  is  occupied  by  or  arranged  to  be  occupied  by  more  than  six  fami- 
lies, there  shall  be  a janitor,  housekeeper  or  some  other  responsible  person, 
who  shall  reside  in  said  house  and  who  shall  have  charge  of  the  same,  if  the 
board  shall  so  require. 

142.  No  room  in  any  tenement-house  shall  be  so  overcrowded  that  there 
shall  be  afforded  less  than  four  hundred  cubic  feet  of  air  to  each  adult,  and 
tw'O  hundred  cubic  feet  of  air  to  each  child  under  twelve  years  of  age,  occu- 
pying such  room. 

143.  In  every  tenement-house  hereafter  erected  where  there  is  no  cellar 
or  basement,  and  having  an  air-space  underneath,  such  air-space  shall  be  at 
least  two  feet  in  height,  extending  over  its  entire  area,  and  the  surface  of 
the  ground  under  any  such  air-space  shall  be  concreted,  as  required  for  cellar 
bottoms  in  paragraphs  one  hundred  and  thirty-two  and  one  hundred  and 
forty-six  of  this  act ; and  said  air-space  shall  be  enclosed  in  brick  walls,  pro- 
vided with  iron  grills,  set  in  front  and  rear  walls  for  ventilation,  the  aper- 
tures shall  be  one  inch  square  and  shall  not  be  less  than  six  in  number. 
There  shall  also  be  provided  an  outside  door,  opening  to  such  air-space,  not 
less  than  eighteen  inches  square;  said  opening  shall  be  securely  closed  with 
a proper  door,  which  shall  be  kept  locked  at  all  times ; and  the  floor  above 
any  such  air-space  shall  be  laid  with  a double  flooring  of  matched  boards, 
with  a layer  of  heavy  three-ply  building  paper  or  felt  between  the  under  and 
the  upper  floors,  the  upper  floor  to  be  laid  at  an  agle  not  less  than  forty-five 
degrees  with  the  lower  floor. 
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SECTION  2. 


144.  Every  tenement-house  hereafter  erected  or  now  existing,  and  all  the 
parts  thereof,  shall  be  placed  and  maintained  in  good  repair  and  the  roofs 
shall  be  kept  so  as  not  to  leak ; and  all  rain-water  shall  be  so  drained  and 
conveyed  therefrom  as  to  prevent  its  dripping  on  to  the  ground  or  causing 
dampness  in  the  walls,  ceilings,  yards  or  areas. 

145.  Every  tenement-house  hereafter  erected  shall  comply  with  all  local 
ordinances  regulating  the  construction  of  buildings  and  shall  further  comply 
with  all  the  following  regulations  where  they  are  supplementary  to  said  local 
ordinances  or  where  local  ordinances  do  not  exist. 

146.  In  every  tenement-house  hereafter  erected  all  materials  and  work- 
manship used  therein  shall  be  of  good  quality,  and  said  building  shall  be 
constructed  in  all  parts  in  a strong  and  substantial  manner ; all  footing  for 
foundation  walls,  chimneys  or  piers,  and  all  bearing  walls  or  bearing  parti- 
tions, shall  be  constructed  of  such  size  and  in  such  manner  as  to  safely 
sustain  the  loads  to  be  imposed;  where  used  in  the  construction  or  repair  of 
any  tenement-house  or  any  part  thereof,  the  following  materials  shall  be  of 
such  character  and  used  in  such  manner  as  hereinafter  specified : 

I.  All  brick  shall  be  good,  hard,  well-burned  brick;  when  old  bricks  are 
used  they  shall  be  thoroughly  cleaned  before  being  used,  and  they  shall  be 
whole,  good,  hard,  well-burned  bricks. 

II.  All  sand  used  for  mortar  shall  be  clean,  sharp,  grit  sand,  free  from 
all  loam  and  dirt. 

III.  Lime  mortar  shall  be  made  of  one  part  of  lime  and  not  more  than 
four  parts  of  sand;  all  lime  used  for  mortar  shall  be  thoroughly  burned,  of 
good  quality  and  properly  slacked  before  it  is  mixed  with  the  sand. 

IV.  Cement  mortar  shall  be  made  with  cement  and  sand  in  the  propor- 
tion of  one  part  of  cement  and  not  more  than  three  parts  of  sand  and  shall 
be  used  immediately  after  being  mixed ; the  cement  and  sand  are  to  be  meas- 
ured accurately  and  thoroughly  mixed  before  adding  water ; the  cement  must 
be  very  finely  ground  and  free  from  lumps. 

V.  All  walls  laid  below  grade,  all  chimneys,  parapet  walls  or  walls  ex- 
posed on  both  sides  and  the  walls  of  all  vaults  and  cesspools  shall  be  laid  in 
cement  mortar. 

VI.  All  concrete  shall  be  made  of  at  least  one  part  of  cement  to  three 
parts  of  sand  and  five  parts  broken  stone,  sharp  gravel  or  hard  clinkers. 

VII.  Where  concrete  is  used  for  cellar  bottoms  or  the  bottoms  of  areas, 
shafts  or  courts,  and  is  surfaced  with  cement,  said  surfacing  shall  be  not  less 
than  one  inch  thick  and  composed  of  not  less  than,  one  part  of  cement  to  two 
parts  of  sand. 

147.  All  timbers  and  wood  beams  used  in  the  construction  or  repair  of 
any  tenement-house  shall  be  of  good,  sound  material,  free  from  rot,  large  or 
loose  knots,  shakes  or  any  other  imperfection  whereby  the  strength  of  such 
timber  or  wood  beams  may  be  impaired  and  shall  be  of  such  size,  strength 
and  dimensions  as  the  purpose  for  which  they  are  used  shall  require. 

148.  No  foundation  wall  of  any  tenement-house  hereafter  erected  shall 
be  less  than  twelve  inches  in  thickness,  if  built  of  brick,  or  less  than  eighteen 
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inches  if  built  of  stone,  excepting  only  that  frame  tenement-houses  not  more 
than  two  stories  high  may  have  brick  foundation  walls  eight  inches  thick 
above  grade,  for  a height  not  exceeding  two  feet  and  six  inches. 

149.  The  walls  of  all  areas,  vaults  and  privies  appertaining  to  any  tene- 
ment-house may  be  considered  as  retaining  walls  and  shall  then  be  not  less 
in  thickness  than  one-quarter  of  their  height. 

150.  Where  sewers  are  found  in  the  street  upon  which  it  is  proposed  to 
erect  a tenement-house,  the  cellar  of  such  house  shall  be  connected  to  the 
sewer,  if  permitted  by  local  ordinances,  before  the  walls  are  carried  above 
the  first  tier  of  beams ; and  if  no  sewer  is  found  in  such  street,  then  the 
owner  shall  make  provision  to  prevent  water  accumulating  and  remaining  in 
the  cellar  more  than  twenty-four  hours. 

15 1.  No  timber  shall  be  used  in  any  wall  of  any  tenement-house  where 
stone,  brick  or  iron  is  commonly  used ; and  no  walls  shall  be  carried  upon  a 
permanent  timber  support. 

152.  Floor  beams  hereafter  used  in  the  construction  or  repair  of  any 
tenement-house  shall  be  so  proportioned  that  the  deflection  shall  not  be 
greater  than  one-three  hundred-and-sixtieth  of  the  span  and  they  shall  be 
doubled  under  all  partitions. 

153.  All  wooden  trimmer  and  header  beams,  where  headers  carry  more 
than  two  tail  beams,  hereafter  placed  in  any  tenement-house,  shall  be  at 
least  double  the  thickness  of  other  floor  beams. 

154.  Every  wooden  beam  resting  upon  a brick  wall  hereafter  placed  in 
any  tenement-house  shall  have  a bearing  of  at  least  four  inches ; and  such 
wooden  beams  shall  have  the  ends  so  resting  cut  to  a bevel  of  three  inches 
on  their  depth. 

155.  All  wooden  floor  beams  and  roof  beams  hereafter  placed  in  any 
tenement-house  shall  be  properly  cross  bridged  and  the  distance  between 
bridging  and  walls  shall  not  exceed  eight  feet. 

156.  No  studs  less  than  two  inches  by  four  inches,  full  measurement, 
shall  hereafter  be  used  in  any  tenement-house;  and  such  studs  shall  be 
doubled  around  all  doors  and  window  openings. 

157.  In  all  tenement-houses  hereafter  erected  there  shall  be  an  air-space 
between  the  ceiling  of  the  upper  story  and  the  roof,  which  air-space  shall 
not  be  less  than  eighteen  inches  in  every  part  between  beams ; and  such  space 
shall  be  properly  ventilated  with  louvres. 

158.  New  structural  or  finishing  material  of  whatsoever  nature,  intended 
to  be  used  in  any  tenement-house  as  a substitute  for  materials  the  use  of 
which  is  permitted  by  this  act,  shall  be  subject  to  such  tests,  under  the  super- 
vision of  the  board,  as  the  board  may  require  or  direct,  and  a certified  copy 
of  the  results  of  such  tests  shall  be  made  and  shall  be  placed  on  file  with  the 
board ; and  no  such  material  shall  be  used  in  any  tenement-house  until  a 
written  permit  shall  have  been  granted  and  issued  by  said  board ; and  the 
expenses  of  such  tests  shall  be  paid  by  the  person  applying  for  the  privilege 
of  using  such  material. 
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ARTICLE  IV. 


SECTION  I. 

159.  Every  tenement-house  hereafter  erected  or  now  existing  shall  be 
provided  with  proper  water-closet  accommodations  for  its  tenants,  separate 
and  distinct  from  the  water-closet  accommodations  of  any  other  tenement- 
house. 

160.  In  every  tenement-house  hereafter  erected,  there  shall  be,  within 
each  apartment,  at  least  one  water-closet;  and  there  shall  also  be  provided 
similar  water-closet  accommodations  for  any  store  or  workshop  which  may 
be  located  on  the  premises,  and  such  water-closet  accommodations  shall  be 
separate  and  distinct  from  that  provided  for  any  apartment. 

161.  Every  now  existing  tenement-house  shall  have  not  less  than  one 
water-closet  for  every  two  families  occupying  such  house;  and  where  a sewer 
connection  is  possible  and  such  tenement-house  is  over  four  stories  in  height, 
the  said  water-closets  shall  be  placed  in  the  building,  within  each  apartment 
or  opening  off  the  public  halls ; and  the  said  water-closets  shall  be  located  on 
the  same  floor  as  the  apartments  for  the  use  of  which  they  are  intended ; 
where  such  building  is  not  over  four  stories  in  height  the  water-closets  may 
be  located  in  the  yard,  provided  that  the  yard  is  of  such  size  that  the 
structure  containing  the  required  number  of  water-closets  shall  not  cover 
more  than  fifty  per  centum  of  the  unoccupied  area  of  said  yard ; where  the 
yard  is  not  of  sufficient  size  to  permit  the  water-closets  to  be  so  installed  then 
the  water-closets  shall  be  placed  in  the  house,  as  required  for  buildings  over 
four  stories  high ; where  water-closets  are  so  located  in  the  yards  of  any  now 
existing  tenement-house,  all  traps,  flush  tanks  and  pipes  shall  be  effectively 
protected  against  freezing;  and  where  or  when  such  protection  against 
freezing  shall  be  found  to  be  inadequate,  the  board  may  direct  proper  water- 
closet  accommodations  to  be  placed  within  the  house. 

162.  Every  water-closet  in  every  tenement-house  hereafter  erected  or 
now  existing,  shall  be  in  a compartment  completely  separated  from  every 
other  water-closet,  and  every  such  compartment  hereafter  constructed  shall 
be  at  least  two  feet  and  four  inches  wide  and  shall  have  a sash  window  of  not 
less  than  three  square  feet  in  area ; such  window  shall  be  arranged  so  as  to 
open  readily  and  directly  to  a street,  yard,  court  or  vent  shaft ; the  floor  of 
every  such  compartment  hereafter  constructed,  which  contains  or  is  intended 
to  contain,  an  individual  water-closet,  as  hereafter  described,  shall  be  made 
waterproof  with  asphalt,  tile,  stone  or  other  approved  waterproof  material, 
and  such  waterproofing  shall  be  carried  six  inches  above  the  floor  of  the  com- 
partment, so  that  the  said  compartment  may  be  washed  or  flushed  out 
without  leaking;  where  such  compartments  are  hereafter  located  within  a 
tenement  house,  they  shall  be  enclosed  on  all  sides  with  plaster  partitions, 
carried  from  the  floor  to  the  ceiling ; and  provision  shall  be  made  for  light- 
ing the  said  compartments  at  night;  if  fixtures  for  gas  or  electric  lighting  are 
not  provided,  then  translucent  glass  panels  shall  be  placed  in  the  doors,  said 
panels  to  have  an  area  of  not  less  than  five  square  feet ; where  such  compart- 
ments are  located  in  the  yard  of  any  tenement-house,  the  structure  containing 
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such  compartments  shall  be  substantially  constructed,  tightly  enclosed  and 
partitioned  off  and  the  roof  made  water  tight ; such  compartments  shall  not 
exceed  ten  feet  in  height,  nor  shall  the  structure  containing  them  be  used  for 
any  other  purpose  than  for  water-closet  purposes ; neither  shall  it  be  con- 
sidered as  increasing  the  percentage  of  lot  occupied,  nor  be  subject  to  the 
provisions  of  paragraph  one  hundred  and  thirteen  of  this  act. 

163.  Nothing  in  this  act  contained  shall  be  construed  as  prohibiting  a 
general  water-closet  or  toilet-room  containing  several  water-closets ; pro- 
vided, that  such  general  water-closet  or  toilet-room  is  supplemental  to  the 
water-closet  accommodations  required  for  the  apartments. 

164.  In  every  now  existing  tenement-house  where  a connection  with  a 
sewer  is  possible,  all  privy  vaults,  school  sinks,  cesspools  or  other  similar 
receptacles  for  fecal  matter,  urine  or  sewage  shall,  on  or  before  the  first  day 
of  January,  one  thousand  nine  hundred  and  five,  be  completely  removed  and 
the  places  where  they  were  located  properly  disinfected  and  filled  in  under 
the  direction  of  the  board. 

165.  Every  water-closet  hereafter  placed  in  any  tenement-house  hereafter 
erected  or  now  existing  shall  be  an  individual  water-closet  of  durable,  non- 
absorbent material,  properly  connected  with  the  sewer  and  having  individual 
traps,  properly  connected  flush  tanks  of  not  less  than  five  gallons  capacity, 
and  providing  an  ample  flush  of  water  to  thoroughly  cleanse  the  bowl ; no 
hopper,  pan,  valve,  plunger,  offset  washout,  or  other  water-closet  having  an 
unventilated  space,  or  the  walls  of  which  are  not  thoroughly  washed  at,  each 
flush  shall  be  hereafter  installed ; provided,  however „ that  for  yard  closets  the 
long  hopper  type  of  closet  may  be  used. 

166.  No  water-closet  bowl  in  any  tenement-house  shall  be  hereafter  en- 
closed in  any  way ; and  where  now  existing  water-closet  bowls  are  so  enclosed, 
such  enclosure  shall  be  removed  and  the  space  under  the  seat  shall  be  left 
open  and  the  floor  under  and  around  such  closet  shall  be  maintained  in  good 
order  and  repair  by  the  owner,  and  if  of  wood  shall  be  kept  well  painted  with 
a light-colored  paint. 

167.  In  all  now  existing  tenement-houses  where  sewer  connections  are 
not  possible,  all  cesspools  and  privy  vaults  or  other  receptaclees  for  fecal 
matter,  urine  or  sewage  of  any  description  shall  be  made  water  tight,  so  as 
not  to  leak  or  permit  seepage  of  liquid  matter ; and  the  owner  shall  see  that 
proper  arrangements  are  made  and  maintained  so  that  the  said  cesspool  or 
privy  vault  shall  be  emptied  whenever  such  cesspool  or  privy  vault  or  other 
receptacle  shall  become  filled  to  within  one  foot  of  the  grade  level;  and. the 
said  owner  shall  also  provide  fresh  earth  or  lime  or  other  disinfectant  and 
have  the  same  spread  over  the  contents  of  any  privy  vault  at  least  once  in 
each  week,  or'  as  often  as  ordered  by  the  board ; all  such  cesspools  and  privy 
vaults  which  are  found  to  be  not  water-tight  shall  be  cleaned  out,  disinfected 
and  filled  in  with  fresh  earth  and  new  cesspools  or  privy  vaults  constructed 
in  such  manner  and  in  such  location  as  shall  be  approved  by  the  board ; or 
such  cesspools  and  privy  vaults  may  be  rebuilf  or  repaired  as  directed  by  the 
board. 

168.  In  any  tenement-house  hereafter  erected  cesspools  will  be  allowed 
only  when  their  use  is  absolutely  necessary,  and  then  only  when  constructed 
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as  directed  by  the  board ; and  no  cesspool  shall  be  permitted  to  be  constructed 
within  twenty-five  feet  of  any  tenement-house. 

169.  Every  tenement-house  hereafter  erected  shall  have  at  least  one  sink 
located  within  each  apartment  and  such  sink  shall  be  supplied  with  running 
water. 

170.  Every  now  existing  tenement-house  located  on  any  street  in  which 
water  mains  are  laid  shall  be  properly  connected  to  such  water  mains,  and 
shall  have  at  least  one  sink  within  each  apartment ; provided,  however,  that  in 
tenement-houses  where  a sink  is  now  installed  on  each  floor,  in  the  public  hall, 
such  sinks  shall  be  deemed  sufficient. 

171.  Every  sink  in  every  tenement-house  hereafter  erected  or  now  existing 
shall  be  of  a durable,  non-absorbent  material,  supported  on  legs  or  brackets  of 
a similar  material,  and  shall  not  be  enclosed  in  any  way ; and  where  such  sinks 
are  now  enclosed  said  enclosure  shall  be  completely  removed. 

172.  Every  tenement-house  hereafter  erected  shall  be  properly  connected  to 
a sewer,  wher  a sewer  is  accessible  before  any  part  of  said  tenement-house 
shall  be  used  as  a dwelling-house. 

173.  Every  now  existing  tenement-house  shall  be  properly  cpnnected  to  a 
sewer,  where  a sewer  is  now  or  may  be  herafter  found  in  the  street  on  which 
such  tenement-house  is  situated. 

174.  Wherever  a sewer  can  be  obtained  in  the  street  upon  which  any 
tenement-house  is  located,  by  application  to  the  municipality  controlling  the 
same,  then  the  owner  of  such  tenement-house  shall  make  application  for  such 
sewer,  and  in  case  such  application  is  refused  he  shall  file  with  the  boarad  a 
properly  certified  statement  of  such  refusal  and  the  reasons  therefor. 

1 75.  Where  there  is  no  sewer  in  the  street  upon  which  any  tenement- 
house  is  now  located  or  may  hereafter  be  erected,  and  it  is  possible  to  construct 
a private  sewer  to  connect  to  a sewer  in  an  adjacent  street  not  over  one  hun- 
dred and  fifty  feet  distant,  such  private  sewer  shall  be  constructed. 

176.  Every  tenement-house  now  existing  or  hereafter  erected  shall  have 
provided,  on  the  premises  thereof,  an  ample  supply  of  potable  water. 

177.  Every  tenement-house  hereafter  erected,  and  every  now  existing 
tenement-house  where  water  mains  are  found  or  may  be  hereafter  found  in  the 
street  upon  which  such  now  existing  tenement-house  is  situated,  shall  have 
running  water  supplied  to  every  water-closet,  sink  and  other  plumbing  fixtures 
contained  in  such  house,  and  the  owner  shall  provide  proper  and  suitable  tanks, 
pumps  or  other  appliances  to  receive  and  to  distribute  an  adequate  and 
sufficient  supply  of  such  water  to  each  fixture  on  every  floor  in  the  said  house 
at  all  times  of  the  year,  during  all  hours  of  the  day  and  night ; but  a failure 
in  the  general  supply  of  water  by  the  municipality  or  company  controlling  the 
same  shall  not  be  construed  to  be  a failure  on  the  part  of  such  owner ; pro- 
vided, that  proper  and  suitable  appliances  to  receive  and  to  distribute  such 
water  shall  have  been  provided  for  said  house. 

178.  Where  water  mains  can  be  obtained  in  the  street  upon  which  any 
tenement-house  is  located  by  application  to  the  municipality  or  company  con- 
trolling the  same,  then  the  owner  shall  make  such  application,  and  in  case  such 
application  is  refused  he  shall  file  with  the  board  a properly  certified  statement 
of  such  refusal  and  the  reasons  therefor. 
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179-  Where  the  water-supply  of  any  tenement-house  now  existing  or 
hereafter  erected  is  obtained  from  a well  or  other  private  source  of  water- 
supply,  the  use  of  such  water  shall  be  subject  to  test  by  the  board,  and  its 
j use  shall  be  discontinued  when  so  ordered  by  the  board ; and  such  water  shall 
not  be  again  used  until  its  use  is  authorized  by  the  board. 

180.  All  tenement-houses  now  existing  or  hereafter  erected  shall  be  kept 
provided  with  proper  and  sufficient  metallic  leaders  for  conducting  water  from 
the  roofs  in  such  manner  as  to  protect  the  walls  and  foundations  of  the  said 
building  from  injury;  in  no  case  shall  the  water  from  said  leaders  be  allowed 
to  flow  upon  the  sidewalk,  but  the  same  shall  be  conducted  by  the  pipe  or  pipes 
to  the  sewer,  where  sewers  exist,  and  where  the  municipality  permits  such 
disposal  to  be  made;  or  if  there  be  no  sewer,  or  if  such  disposal  is  not  per- 
mitted by  the  municipality,  then  the  water  shall  be  conducted  by  proper  pipe 
or  pipes  below  the  surface  of  the  sidewalk  to  a street  gutter ; a leader  con- 
nected to  the  sewer  must  be  trapped  and  shall  not  be  used  as  a soil-pipe  or 
waste-pipe,  nor  shall  any  such  soil  or  waste-pipe  be  used  as  a leader ; in  no 
case  shall  the  water  from  any  such  leader  be  connected  with  any  vault  or  privy 
or  cesspool  used  to  receive  fecal  matter  or  urine,  or  sewage  of  any  kind;  nor 
shall  any  such  leader  be  connected  to  any  well  or  underground  receptacle 
from  which  it  is  intended  to  be  redrawn  for  use. 

SECTION  2. 

181.  Before  work  on  any  portion  of  the  plumbing  or  drainage  system  of 
any  tenement-house  is  commenced,  or  before  any  material  alteration  or  addi- 
tion is  made  to  any  existing  system,  the  owner  or  his  agent  shall  cause  to  be 
filed  with  the  board  a certificate  of  approval  of  the  proposed  work,  signed  by 
the  local  board  having  jurisdiction,  and  at  completion  of  the  said  work  he  shall 
also  file  a similar  certificate  of  its  approval  as  executed ; where  no  local  board 
exercises  jurisdiction  the  owner  or  his  agent  shall  file  with  the  board  plans 
and  specifications  of  the  proposed  work,  which  shall  be  executed  under  the 
jurisdiction  of  the  board  and  in  accordance  with  such  regulations  as  are 
necessary  to  secure  a sanitary,  workmanlike  system. 

ARTICLE  V. 

182.  Before  the  alteration  or  construction  of  a tenement-house,  or  the 
alteration  or  conversion  of  a building  for  use  as  a tenement-house,  is  com- 
menced, and  before  the  construction  or  alteration  of  any  building  or  structure 
on  the  same  lot  with  a tenement-house,  the  owner,  or  his  agent  or  architect, 
shall  submit  to  the  State  board  of  tenement-house  supervision  a detailed 
statement,  in  writing,  verified  by  the  affidavit  of  the  person  making  the  same, 
of  the  specifications  of  such  tenement-house  or  building,  upon  a blank  or 
form  to  be  furnished  by  the  said  board,  and  also  a full  and  complete  copy  of 
the  plans  of  such  work ; such  statement  shall  give  in  full  the  name  and 
residence  by  street  and  number  of  the  owner  or  owners  of  such  tenement- 
house  or  building;  if  such  construction,  alteration  or  conversion  is  proposed 
to  be  made  by  any  other  person  than  the  owner  of  the  land  in  fee,  such 
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statement  shall  contain  the  full  name  and  residence,  by  street  and  number, 
not  only  of  the  owner  of  the  land,  but  of  every  person  interested  in  such 
tenement-house,  either  as  owner,  lessee,  mortgagee  or  in  any  representative 
capacity;  said  affidavit  shall  allege  that  said  specifications  and  plans  are  true 
and  contain  a correct  description  of  such  tenement-house,  building  lot  and 
proposed  work;  the  statements  and  affidavits  herein  provided  for  may  be  made 
by  the  owner,  or  the  person  who  proposes  to  make  the  construction,  altera- 
tion or  conversion  or  by  his  agent  or  architect;  no  person,  however,  shall  be 
recognized  as  the  agent  of  the  owner  unless  he  shall  file  with  the  said  board 
a written  instrument,  signed  by  such  owner,  designating  him  as  such  agent; 
any  false  swearing,  in  a material  point,  in  any  such  affidavit,  shall  be  deemed 
perjury;  such  specifications,  plans  and  statements  shall  be  filed  with  the  said 
board  and  shall  be  deemed  public  records,  and  no  such  specifications,  plans  or 
statements  shall  be  removed  from  the  custody  of  said  board;  the  said  board 
shall  cause  all  such  plans  and  specifications  to  be  examined ; if  such  plans  and 
specifications  conform  to  the  provisions  of  this  act,  they  shall  be  approved 
by  the  said  board,  and  a written  certificate  to  that  effect  shall  be  issued  to  the 
persons  submitting  the  same ; and  if  the  said  board  shall  not  approve  such 
plans  and  specifications,  the  board  shall,  at  the  request  of  the  perosn  submit- 
ting the  same,  give  him  or  them  the  reasons  for  such  refusal,  in  writing;  the 
board  may,  from  time  to  time,  approve  changes  in  any  plans  and  specifications 
previously  approved  by  it;  provided,  the  plans  and  specifications,  when  so 
changed,  shall  be  in  conformity  with  the  provisions  of  this  act,  and  may 
require,  when  it  shall  deem  it  to  be  necessary,  a new  set  of  plans  to  be  filed; 
the  construction,  alteration  or  conversion  of  such  tenement-house,  building  or 
structure,  or  any  part  thereof,  shall  not  be  commenced  until  the  filing  of  such 
specifications,  plans  and  statements,  and  the  approval  thereof  as  above  pro- 
vided ; the  construction,  alteration  or  conversion  of  such  house,  building  or 
structure  shall  be  in  accordance  with  such  approved  specifications  and  plans ; 
any  permit  or  approval  which  may  be  issued  by  the  said  board,  but  under 
which  no  work  has  been  done,  above  the  foundation  walls,  within  one  year 
from  the  time  of  the  issuance  of  such  permit  or  approval,  shall  expire  by 
limitation ; said  board  shall  have  power  to  revoke  or  cancel  any  permit  or 
approval  in  case  of  any  failure  or  neglect  to  comply  with  any  of  the  provisions 
of  this  act,  or  in  case  any  false  statement  or  representation  is  made  in  any 
specifications,  plans  or  statements  submitted  or  filed  for  such  permit  or 
approval. 

183.  No  building  hereafter  constructed  as,  or  altered  into,  a tenement- 
house  shall  be  occupied,  in  whole  or  in  part,  for  human  habitation  until  the 
issuance  of  a certificate  by  the  said  board  that  said  building  conforms  in  all 
respects  to  the  requirements  of  this  act;  such  certificate  shall  be  issued  within 
ten  days  after  written  application  therefor,  if  said  building,  at  the  date  of 
such  application,  shall  be  entitled  thereto. 

184.  If  any  building  hereafter  constructed  as,  or  altered  into,  a tenement- 
house  be  occupied,  in  whole  or  in  part,  for  human  habitation,  in  violation  of  the 
last  paragraph,  the  said  premises  shall  be  deemed  unfit  for  human  habitation, 
and  the  said  board  shall  cause  them  to  be  vacated  accordingly. 

185.  Nothing  in  this  act  shall  be  construed  to  abrogate  or  impair  the  power 
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of  local  boards  of  health  or  building  departments  or  of  the  courts  to  enforce 
any  provision  now  existing  or  hereafter  adopted  in  a city  charter  or  an 
ordinance  or  regulation,  not  inconsistent  with  this  act,  or  to  prevent  or  punish 
violations  thereof. 

186.  Every  owner  of  a tenement-house  and  every  lessee  of  the  whole 
house,  or  other  person  having  control  of  a tenement-house,  shall  file  with  said 
board  a notice  containing  his  name  and  address,  and  also  a description  of  the 
property,  by  street  number  or  otherwise,  as  the  case  may  be,  in  such  manner 
as  will  enable  the  board  easily  to  find  the  same ; and  also  the  number  of  apart- 
ments in  such  house,  the  number  of  rooms  in  each  apartment  and  the  number 
of  families  occupying  the  apartments ; in  case  of  the  transfer  of  any  tenement- 
house  it  shall  be  the  duty  of  the  grantor  or  grantee  of  such  tenement-house  to 
file  with  the  said  board  a notice  of  such  transfer,  stating  the  name  of  the  new 
owner,  within  thirty  days  of  such  transfer ; in  case  of  the  devolution  of  said 
property  by  will,  it  shall  be  the  duty  of  the  executor  and  devisee,  if  more 
than  twenty-one  years  of  age,  or  in  case  of  the  devolution  of  such  property 
without  a will,  it  shall  be  the  duty  of  the  heirs,  or  in  case  all  the  heirs  are 
under  age,  it  shall  be  the  duty  of  the  guardians  of  such  heirs,  and  in  case 
the  said  heirs  have  no  guardians,  it  shall  be  the  duty  of  the  administrator  of 
the  deceased  owner  of  said  property  to  file  with  said  board  a notice,  stating 
the  death  of  the  deceased  owner  and  the  names  of  those  who  have  succeeded 
to  his  interests  in  said  property,  within  thirty  days  after  the  death  of  the 
decedent,  in  case  he  died  intestate,  and  within  thirty  days  after  the  probate  of 
his  will  if  he  died  testate. 

187.  Every  owner,  agent  or  lessee  of  a tenement-house,  if  a resident  of  this 
State,  may,  and  if  a non-resident  of  this  State,  shall,  file  a notice  with  said 
board  containing  the  name  and  address  of  an  agent  of  such  house,  a resident 
of  this  State,  for  the  purpose  of  receiving  service  of  process,  and  also  a 
description  of  the  property,  by  street  number  or  otherwise,  as  the  case  may 
be,  in  such  manner  as  will  enable  said  board  easily  to  find  the  same ; the  name 
of  the  owner  or  lessee  may  be  filed  as  agent  for  this  purpose,  if  he  be  a resi- 
dent of  this  State. 

188.  Every  notice  or  order  in  relation  to  a tenement-house  shall  be  served 
five  days  before  the  time  of  doing  the  thing  in  relation  to  which  it  shall  have 
been  issued ; the  posting  of  a copy  of  such  notice  or  order  in  a conspicuous 
place  in  the  tenement-house  together  with  the  mailing  of  a copy  thereof,  on  the 
same  day  that  it  is  posted,  to  each  person,  if  any,  whose  name  has  been  filed 
with  the  said  board,  in  accordance  with  the  provisions  of  paragraphs  one  hun- 
dred and  eighty-six  and  one  hundred  and  eighty-seven  of  this  act,  at  his 
address  as  therewith  filed,  shall  be  sufficient  service  thereof ; and  if  the  name 
of  the  owner  or  agent  has  not  been  filed  in  accordance  with  the  said  para- 
graphs one  hundred  and  eighty-six  and  one  hundred  and  eighty-seven,  then 
the  posting  of  a copy  of  such  notice  or  order,  as  herein  provided,  shall  be 
sufficient  service  thereof. 
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ARTICLE  VI. 


189.  Every  person  who  shall  violate  or  assist  in  the  violation  of  any  pro- 
vision of  this  act  shall  be  subject  to  a penalty  of  one  hundred  dollars,  if  such 
violation  be  willful,  or  to  a penalty  of  twenty-five  dollars,  if  such  violation  be 
not  willful. 

190.  The  owner  of  any  tenement-house,  or  part  thereof,  or  of  any  build- 
ing or  structure  upon  the  same  lot  with  a tenement-house,  or  of  the  said  lot, 
where  any  violation  of  this  act,  or  a nuisance  exists,  and  any  person  who 
shall  violate  or  assist  in  violating  any  provision  of  this  act,  or  any  legal  notice 
or  order  of  the  said  board,  shall  jointly  and  severally  for  each  such  violation 
be  subject  to  a penalty  of  one  hundred  dollars,  if  such  violation  be  willful, 
or  to  a penalty  of  twenty-five  dollars  if  such  violation  be  not  willful;  such 
persons  shall  also  be  liable  for  all  costs,  expenses  and  disbursements  paid  or 
incurred  by  the  said  board,  or  by  any  of  the  officers  thereof,  or  by  any  agent, 
employe  or  contractor  of  the  same,  in  the  removal  of  any  such  nuisance  or 
violation. 

191.  Every  joint  or  several  owner  of  any  tenement-house  shall  be  jointly 
and  severally  liable  for  any  violation  of  any  provision  of  this  act,  and  every 
lessee  of  a whole  tenement-house,  or  of  the  building  or  structure  erected  on 
the  same  lot  with  a tenement-house,  shall  be  jointly  and  severally  liable  with 
the  owner  or  owners  of  the  fee  of  such  tenement-house,  building,  structure 
and  lot  for  any  violation  of  any  provision  of  this  act.  For  the  purpose  of 
proving  ownership  in  prosecutions  to  be  brought  under  the  prvisions  of  this 
act,  a certificate  signed  by  the  engineer  or  person  having  charge  of  the  city 
atlas  on  which  said  property  is  plotted,  that,  at  the  time  of  the  alleged  viola- 
tion for  which  said  prosecution  is  brought,  said  property  was  plotted  on  said 
atlas  in  the  name  of  the  person  against  whom  suit  is  brought,  or  a certificate 
of  the  person  having  charge  of  the  records  in  the  office  of  the  assessor  or 
taxing  body  of  the  municipality  in  which  said  property  is  situated,  that,  at 
the  time  the  last  assessment  was  made,  the  person  against  whom  suit  was 
brought  was  the  person  in  whose  name  said  property  was  assessed,  shall  be 
prima  facie  proof  of  ownership  in  any  such  prosecution. 

192.  Any  person  who  shall  interfere  with  the  said  board  or  with  any  of 
its  employes  in  the  performance  of  their  duties  under  this  act,  or  under  the 
lawful  regulations  of  the  said  board,  and  shall  prevent,  or  attempt  to  prevent 
the  said  board  or  any  of  its  employes  from  the  performance  of  their  said 
duties,  shall  be  subject  to  a penalty  of  one  hundred  dollars. 

193.  Every  district  court  in  any  city,  and  every  justice  of  the  peace  in 
any  county,  and  any  police  justice  or  recorder  in  any  city,  is  hereby  em- 
powered, on  oath  or  affirmation  made  according  to  law,  that  any  person  or 
persons  has,  or  may  have,  violated  or  assisted  in  the  violation  of  any  provi- 
sion of  this  act,  to  issue  process  at  the  suit  of  the  State  board  of  tenement- 
house  supervision,  either  in  the  nature  of  a summons  or  warrant,  against  the 
person  or  persons  so  charged,  which  process  shall,  when  in  the  nature  of  a 
warrant,  be  returnable  forthwith,  and  when  in  the  nature  of  a summons  shall 
be  returnable  in  not  less  than  one  nor  more  than  ten  entire  days ; such 
process  shall  state  what  paragraph  of  this  act  and  particular  part  or  parts  of 
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said  paragraph  are  alleged  to  have  been  violated  by  the  defendant  or  defend- 
ants ; and  on  the  return  of  such  process,  or  at  any  time  to  which  the  trial 
shall  have  been  adjourned,  the  said  court,  justice  of  the  peace,  police  justice 
or  recorder  shall  proceed  to  hear  the  testimony  without  the  filing  of  any 
pleadings,  and  on  being  satisfied  of  the  guilt  of  the  defendant  or  defendants 
shall  render  judgment  for  the  plaintiff  in  the  sum  of  one  hundred  dollars,  if 
it  shall  appear  from  the  evidence  that  the  offense  was  willful ; but  if  it  shall 
appear  from  the  evidence  that  the  offense  was  not  willful,  judgment  shall  be 
rendered  for  the  plaintiff  in  the  sum  of  twenty-five  dollars ; and  the  said 
court,  justice  of  the  peace,  police  justice  or  recorder  shall,  if  judgment  be 
rendered  for  the  plaintiff,  forthwith  issue  execution  against  the  goods  and 
chattels  and  person  of  the  defendant  or  defendants;  and  said  court,  justice  of 
the  peace,  police  justice  or  recorder  is  further  empowered  to  cause  such 
defendants  who  may  refuse  or  neglect  to  pay  the  amount  of  the  judgment 
rendered  against  him,  and  all  costs  and  charges  incident  thereto,  to  be  com- 
mitted to  the  county  jail  for  a period  not  exceeding  ninety  days;  and  said 
court,  justice  of  the  peace,  police  justice  or  recorder  is  further  empowered, 
in  case  any  such  defendant  shall  have  been  twice  convicted  of  the  violation 
of  the  same  paragraph  of  this  act,  or  of  continuing  the  violation  for  which 
he  was  previously  convicted,  in  addition  to  the  payment  of  the  penalty  here- 
inbefore mentioned,  to  cause  the  defendant  to  be  imprisoned  in  the  county 
jail  or  county  workhouse,  with  or  without  hard  labor,  for  any  number  of 
days  not  exceeding  one  for  each  dollar  of  the  penalty ; provided,  however,  that 
no  warrant  shall  issue  against  any  freeholder  unless  affidavit  shall  also  first 
be  made  that  such  freehcrlder  is  about  to  abscond  from  this  State. 

194.  No  district  court  of  any  city,  justice  of  the  peace,  police  justice  or 
recorder  shall  have  jurisdiction  in  any  case  of  violation  of  this  act  which 
shall  take  place  outside  of  the  territorial  jurisdiction  of  such  district  court, 
justice  of  the  peace,  police  justice  or  recorder,  as  such  territorial  jurisdiction 
is  now  or  may  hereafter  be  established  by  law. 

195.  The  officers  to  serve  and  execute  any  process  issued  out  of  any 
court  by  virtue  of  any  provision  of  this  act,  shall  be  the  officers  authorized 
by  law  to  serve  and  execute  process  in  said  courts  and  before  such  magistrates 
and  officers  as  aforesaid. 

196.  In  any  action  brought  by  the  said  board  by  virtue  of  any  provision 
of  this  act,  it  shall  be  sufficient  service  of  the  summons  or  of  any  order  of  the 
court  to  serve  the  same  as  notices  and  orders  are  served  under  the  provisions 
of  paragraph  one  hundred  and  eighty-eight  of  this  act. 

197.  In  case  the  owner  of  any  tenement-house  in  this  State,  who  resides 
out  of  the  State,  or  who  absconds  from,  or  conceals  himself  within  this 
State,  shall  have  violated  or  assisted  in  the  violation  of  any  of  the  provisions 
of  this  act,  then  the  said  board  may  proceed  against  the  said  non-resident  or 
absent  owner,  to  recover  the  penalty  provided  for  such  violation  by  writ  of 
attachment  to  be  issued  out  of  any  court  of  common  pleas  or  circuit  court  in 
this  State  against  the  rights  and  credits,  goods  and  chattels,  lands  and  tene- 
ments of  such  non-resident  or  absent  owner;  and  the  proceedings  shall  be 
the  same  as  in  other  cases  in  attachment  issued  out  of  said  courts. 

198.  Any  person  who  shall  erect,  or  suffer  to  remain  erected,  any  fence 
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or  other  structure  designed  or  intended  to  exclude  the  light  and  air  from 
any  tenement-house  in  this  State  shall  be  subject  to  a penalty  of  ten  dollars 
for  every  day  such  fence  or  structure  remains  after  notice  from  the  said 
board  to  remove  the  same;  which  penalty  shall  be  recovered  in  an  action  to 
be  brought  by  the  said  board  before  any  district  court,  justice  of  the  peace, 
police  justice  or  recorder,  and  the  proceedings  shall  be  the  same  as  pro- 
vided in  paragraph  one  hundred  and  ninety-three  of  this  act. 

199.  All  fines,  penalties  and  moneys  imposed  and  collected  under  any 
provision  of  this  act  shall  be  paid  by  the  justice,  or  by  the  clerk  or  other 
officer  of  the  court  receiving  the  same,  to  the  treasurer  of  the  State  of  New 
Jersey. 

200.  When  the  said  board  shall  order  any  tenement-house  vacated  under 
any  provision  of  this  act,  and  the  owner  or  occupants  thereof  shall  refuse  to 
vacate  the  same,  any  district  court  judge  in  any  city,  and  any  justice  of  the 
peace  in  any  county,  on  complaint  made  on  oath  or  affirmation,  setting  forth 
the  order  of  the  said  board,  the  service  thereof,  and  such  refusal  to  vacate 
the  tenement-house,  describing  it  by  street  and  number,  or  in  any  way 
sufficiently  to  identify  the  same,  shall  issue  an  order  directing  the  owner  of 
such  tenement-house,  the  lessee  of  the  whole  house  and  the  tenants  thereof 
to  show  cause  before  him  why  such  tenement-house  should  not  be  vacated,  and 
on  the  return  day  of  the  order,  if  no  good  cause  be  shown  for  the  refusal  to 
vacate,  the  said  judge  or  justice  shall  issue  an  order  directing  any  sergeant- 
at-arms  of  said  court,  or  any  constable,  to  forthwith  dispossess  the  occupants 
of  the  tenement-house  complained  of,  and  shall  render  judgment  against  the 
owner  for  the  costs  of  the  proceedings. 

201.  When  complaint  is  made  on  oath  or  affirmation  before  any  judge  of 
a district  court,  justice  of  the  peace,  police  justice  or  recorder,  that  the  com- 
plainant believes  that  any  building  or  structure  is  being  used  as  a tenement- 
house,  or  that  any  building  or  structure  is  being  used  in  violation  of  any 
provision  of  this  act,  such  district  court  judge,  justice  of  the  peace,  police 
justice  or  recorder,  on  being  satisfied  that  probable  cause  exists  for  such 
belief,  shall  forthwith  issue  a search  warrant  authorizing  any  officer  or 
employe  of  the  said  board  to  enter  and  search,  examine  and  inspect  such 
building  or  structure. 

202.  In  case  any  tenement-houses,  building  or  structure,  or  any  part 
thereof,  is  constructed,  altered,  converted  or  maintained  in  violation  of  any 
provision  of  this  act,  or  of  any  order  or  notice  of  said  board,  or  in  case  a 
nuisance  exists  in  any  such  tenement-house,  building  or  structure,  or  upon 
the  lot  on  which  it  is  situated,  the  said  board  may  institute  any  appropriate 
action  or  proceedings  to  prevent  such  unlawful  construction,  alteration,  con- 
version or  maintenance,  to  restrain,  correct  or  abate  such  violation  or  nuisance, 
to  prevent  the  occupation  of  such  tenement-house,  building  or  structure,  or 
to  prevent  any  illegal  act,  conduct  or  business  in  or  about  such  tenement- 
house  or  lot ; in  any  such  action  or  proceeding  the  said  board  may,  by  affidavit 
setting  forth  the  facts,  apply  to  the  court  of  chancery  for  an  order  enjoining 
and  restraining  all  persons  from  doing  or  permitting  to  be  done  any  work  in 
or  about  such  tenement-house,  building,  structure  or  lot,  or  from  occupying  or 
using  the  same  for  any  purpose  until  the  final  order  or  decree  of  said  court ; 
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in  case  any  notice  or  order  issued  by  the  said  board  is  not  complied  with,  the 
said  board  may  apply  by  petition  to  the  court  of  chancery  for  an  order 
authorizing  said  board  to  execute  and  carry  out  the  provisions  of  such  notice 
or  order,  to  remove  any  violation  specified  in  such  notice  or  order,  or  to 
abate  any  nuisance  in  or  about  such  tenement-house,  building  or  structure,  or 
the  lot  upon  which  it  is  situated;  the  court  of  chancery  is  hereby  authorized 
to  make  any  order  specified  in  this  paragraph. 


ARTICLE  VI. 

203.  On  or  before  the  first  day  of  May  next,  the  governor,  by  and  with 
the  advice  and  consent  of  the  senate,  shall  appoint  five  persons,  who  shall 
constitute  a board  of  tenement-house  supervision,  to  be  known  as  the  board 
of  tenement-house  supervision  of  the  State  of  New  Jersey,  and  who  shall  hold 
office  for  the  term  of  one,  two,  three,  four  and  five  years,  as  designated  in 
their  respective  appointments,  and  until  their  successors  shall  have  been 
appointed  and  qualified;  and  the  governor  shall  annually  thereafter  appoint 
one  person  to  fill  the  vacancy  in  the  said  board,  who  shall  hold  office  for  five 
years  and  until  his  successor  shall  have  been  appointed  and  qualified;  if  the 
office  of  any  appointed  member  shall  for  any  cause  become  vacant  before  the 
expiration  of  the  term  for  which  such  member  was  appointed,  the  same 
shall  be  filled  by  the  governor  for  an  unexpired  term  only ; the  members  of 
the  said  board  shall  be  allowed  their  expenses  actually  incurred  in  and  about 
the  work  of  the  board,  which  sum  the  treasurer  of  this  State  is  hereby 
authorized  to  pay  from  any  moneys  in  the  treasury  not  otherwise  appropriated, 
upon  a warrant  drawn  by  said  board,  signed  by  its  president  and  attested  by 
its  secretary. 

204.  The  said  board  shall  elect  one  of  its  members  as  president,  who 
shall  call  meetings  of  the  said  board  once  in  every  month,  and  also  whenever 
in  his  judgment  it  shall  be  necessary,  and  also  whenever  requested  so  to  do 
by  three  members  of  the  board ; and  the  said  board  shall  also  elect  a secretary 
to  serve  for  the  term  of  five  years,  whose  compensation  shall  be  fixed  by  the 
said  board,  subject  to  the  approval  of  the  governor. 

205.  The  said  board  may,  subject  to  the  approval  of  the  governor,  appoint 
and  remove  such  subordinate  officers,  assistants  and  employes  as  may  be 
necessary,  and  assign  them  to  duty  in  any  part  of  the  State ; which  officers 
and  employes  shall  be  paid  by  the  board  out  of  the  moneys  appropriated 
therefor,  such  sums  as  may  be  fixed  and  determined  by  the  said  board,  subject 
to  the  approval  of  the  governor. 

206.  The  said  board  shall  make  all  regulations  as  may  be  necessary  for  the 
proper  administration  of  their  duties  under  this  act;  and  shall  design  and 
adopt  a seal  and  cause  the  same  to  be  used  in  the  authentication  of  the  orders 
and  proceedings  of  the  board,  and  for  such  other  purposes  as  may  be  neces- 
sary; the  courts  shall  take  judicial  notice  of  such  seal  and  of  the  signature  of 
the  president  and  secretary  of  the  said  board. 

207.  The  said  board  shall,  in  the  month  of  November  of  each  year,  make 
a report  to  the  governor  of  its  investigations  and  the  results  accomplished 
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for  the  year  ending  October  thirty-first,  with  such  communications  and  sug- 
gestions concerning  the  same  as  it  may  deem  proper. 


ARTICLE  VIII. 

208.  Every  now  existing  tenement-house  shall  be  made  to  comply  with  all 
the  provisions  of  this  act  on  or  before  the  first  day  of  January,  one  thousand 
nine  hundred  and  five. 

209.  Every  tenement  shall  be  open  at  all  times  for  the  purpose  of  inspec- 
tion by  the  said  board  and  by  any  member,  officer  and  employe  thereof ; and 
the  said  board,  members,  officers  and  employes  are  hereby  authorized  at  any 
time  to  freely  enter  and  inspect  any  tenement-house. 

210.  All  acts  and  parts  of  acts  inconsistent  with  this  act  are  hereby 
repealed,  but  this  repealer  shall  not  revive  any  act  heretofore  repealed. 

21 1.  This  act  shall  take  effect  immediately. 

Approved  March  25,  1904. 

Amendments  approved  March  31,  1905. 
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